September, 1951 


DISO 


ELECTRIC INSTITUTE 


BULLETIN 


Page 
Advantages of Redevelopment of Niagara Power 
by Private Enterprise ... . . . EARLE J. MACHOLD 289 


Utility Executive Development Program . . H. C. THUERK 293 


New England Electric System Posters Proclaim 
Private Enterprise ... .. . . . . ». O. VAN RYE 297 


Industrial Relations Conference to Undertake Intensive Study 
of Key Economic Problems . . . . . . F. E. VERDIN 298 


Characteristics of Rural Load with 8000 Kwh Average Annual Use 
R. K. DALLAS, J. N. GOSINSKI, E. W. LEHMAN, and J. H. THOMAS 299 


Eleven EEI Resuscitation Medals Awarded to Valorous 
Electric Company Personnel ......... =. . 8301 


Personnel of EEI Committees for 1951-1952 . . .. . . 307 
Meter and Service Committee Meeting . . . H. A. BROWN 323 
ee ee a ee ae 


Conventions and Meetings . ....... . +... . 328 


PUBLISHED MONTHLY BY EDISON ELECTRIC INSTITUTE 














ELECTRICAL RESEARCH STATISTICS 
THE ELECTRIC LIGHT AND POWER INDUSTRY 


Current Statistical Data Covering 100 Per Cent of Industry 


June, 1950-1951 





SOURCE AND DISPOSAL OF ENERGY—MONTH OF JUNE 




















| 
1951 | 1950 | & 
GENERATION* (Net) | = 
py Fuel Burniig Plants. ........6......; 5 ee ' 21,818,812,000 | 18,701,038,000 +16.7 
By Water Power Plants........... ews hee : : 8,020,994,000 | 7,984,038,000 + 0.5 
Total Generation............ eee ei 29,839,806,000 |  26,685,076,000 | +11.8 
Add—Net Imports Over International Boundaries. oe onl 165,000,000 113,808,000 +45.0 
ee | a a ar Spadina .| 111,278,000 112,068,000 ~— 0.7 
Less—Energy Used by Producer...... meter ces eM oer 671,719,000 602,827,000 +11.4 
Net Energy for Distribution 4 en 29, 221, 809, 000 26, 083, 989, 000 7 “412.0 
Lost and Unaccounted for.............c000.. a ae 3,505,242,000 3,389,567,000 | + 3.4 
—— | | 
Sales to Ultimate Customers....... a ae, 25, 716, 567, 000 22, 694, 422, 000 413.3 











CLASSIFICATION OF SALES 
































l 
NUMBER OF CUSTOMERS—As of June 30th 
Menaential or Domestic. ....5 0... 0000550 ; 38,382,423 36,558,746 + 5.0 
Rural (Distinct Rural Rates)................ ; ; . 1,637,576 1,562,651 + 4.8 
Commercial or Industrial: 
small Light and Power..............:.. : ee 5,495,623 5,418,849 + 1.4 
Large Light and Power.. Sarees a ae 243,676 230,926 + 5.5 
Other Customers......... eee cc temtane eee 159,873 | 152,496 + 4.8 
Total Ultimate Customers......... oe 45, 919, 171 43,923,668 | + 4.5 
KILOWATTHOUR SALES— mating | Month of June 
Residential or Domestic. ie 5,818,558,000 | 5,072,363,000 +14.7 
Rural (Distinct Rural Rates). a ' ponte 774,506,000 694,416,000 +11. 
Commercial or Industrial: 
Small Light and Power... ee ere ; ts 4,682,867,000 | 4,106,971,000 | +14.0 
Large Light and Power.......... brick tard 13,098,685,000 | 11,547,163,000 +13.4 
Street and Highway Lighting.............. 216,262,000 191,841,000 | +12.7 
Other Public Authorities.................. Pe 637,034,000 | 582,622,000 | + 9.3 
Railways and Railroads: 
Street and Interurban Railways i 256,710,000 | 260,987,000 | — 1.6 
Electrified Steam Railroads Coe : “ie : 184,507,000 189,278,000 | — 2.5 
Interdepartmental........ eaehee 47,438,000 | 48,781,000 | — 2.8 
Total to Ultimate Customers.... ‘ 25,716,567,000 | 22,694,422,000 | 4A 3.3 
Revenue from Ultimate Customers Ehieo es $456,313,300 $414,734,400 | +10.0 
RESIDEN TIAL OR DOMESTIC SERVICI 
AVERAGE CUSTOMER DATA—For 12 months ended 
June 30th | 
Kilowatthours per Customer Nertiataasete ap ocala Site g 1,917 | 1,765 | + 8.6 
Average Annual Bill......... = ail sais ee aad $54.44 | $51.36 + 6.0 
Revenue Her MUuOWALINOUT.... 4. svaiasie . oe 2.84¢ | 2.91¢ | — 2.4 














* By Courtesy of the Federal Power Commission. 
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Advantages of Redevelopment of 


Niagara Power by Private Enterprise 


By Earle J. Machold 


President, Niagara Mohawk Power Corporation 


Statement on S. 517 


Three bills dealing with the redevel- 
opment of the Niagara River are now 
before Congress: the Lehman-Roosevelt 
Bill which proposes Federal construction 
and operation, the Ives bill which ad- 
vocates state development, and the Miller 
Bill which proposes that development be 
carried out by private capital. 

On August 22, 1951, Earle J. Mac- 
hold, president of Niagara Mohawk 
Power Corp., appeared on behalf of five 
major utility companies of New York 
State before a hearing of the Committee 
on Public Works of the United States 
Senate. Opposing either Federal or state 
redevelopment of power from the Ni- 
agara River, Mr. Machold expressed 
the readiness of the five utilities to or- 
ganize and finance jointly a company to 
construct the project without expense to 
government agencies. 

The text of Mr. Machold’s state- 
ment to the committee follows. 


Y name is Earle J. Machold. 
I am president of Niagara 
Mohawk Power Corp., a util- 
ity company serving a large part of the 
upstate New York area. Its service ter- 
titory extends from the Hudson River 
valley in the eastern part of the state 
to the St. Lawrence River on the north 
and to the Niagara frontier in the west. 
Niagara Mohawk is also the successor 
by merger to The Niagara Falls Power 
Co., which constructed and has operated 
the only existing hydroelectric power de- 
velopments on the United States side of 
the Niagara River. 


I appear, however, not only on behalf 
of Niagara Mohawk but also on behalf 






before 


the Committee on Public Works, 


August 22, 1951 


of all the public utility companies in 
New York State with which the elec- 
tric transmission facilities of the Niagara 
Mohawk system are physically intercon- 
nected. Those companies are New York 
State Electric and Gas Corp., which 
renders electric service in the south cen- 
tral part and in a substantial portion of 
upstate New York; Rochester Gas and 
Electric Corp., which renders electric 
service in the city of Rochester and vi- 
cinity; Consolidated Edison Co. of New 
York, Inc., serving the metropolitan 
area of New York City; and Central 
Hudson Gas and Electric Corp., render- 
ing service in the cities of Poughkeepsie, 
Newburgh, and other communities on or 
near the Hudson River. 

The companies on whose behalf I 
appear serve, in the aggregate, areas 
comprising 43,000 square miles or some 
90 percent of the area of New York 
State. Those areas have a total popula- 
tion of over 13,600,000 or some 90 
percent of the population of the state. 
Their electric customers total in excess 
of 4,300,000. I have submitted here for 
the use of members of the committee a 
map depicting the service areas of the 
several companies. 


No Public Function 


I want to emphasize at the outset of 
my statement that the further develop- 
ment of the Niagara River as proposed 
in §.517 is solely a hydroelectric power 
development. The project involves no 
dam or other structure in the river. 

The redevelopment involves no public 
function of government, state or Fed- 
eral, and would place government purely 


Page 289 


United States 


Senate, 


and simply in the power business. We 
submit that there is no justification 
whatever for government, either Federal 
or state, to construct or operate the 
redevelopment of the Niagara River. 
Private enterprise, represented by the 
companies for whom I speak, is not 
only ready and willing but best qualified 
to construct and operate the redevelop- 
ment. Congress should avoid recourse 
to public funds and adding to the ever 
increasing financial burdens of the na- 
tion, while at the same time precluding 
the creation of substantial amounts of 
taxable property and tax revenues. The 
electric companies in New York State, 
on whose behalf I appear, desire to un- 
dertake promptly the proposed redevel- 
opment through a company to be or- 
ganized and financed jointly by them. 
There do not exist here any considera- 
tions of areas or people without electric 
service. There do not exist here any 
public functions of goveinment with re- 
spect to navigation, flood control, recla- 
mation, irrigation, or sanitation. None 
of the bases relied upon by the Congress 
upon previous occasions as justifying 
governmental power developments exist 
here. In no sense is the Niagara rede- 
velopment a multiple-purpose project. 
The only possible governmental inter- 
est involved in the utilization of the 
additional waters now available is the 
preservation of the scenic beauty of 
Niagara Falls. According to the report 
of the Bureau of Power of the Federal 
Power Commission referred to in the 
proposed legislation, the cost of the 
remedial works would involve an ex- 
penditure of some two million dollars 
to be borne equally by the United States 
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and Canada. This cost is infinitesimal 
in relation to the power project itself 
which the Bureau of Power has esti- 
mated to cost from $308,000,000 to 
$350,000,000 on the basis of January, 
1949, price levels. 


Factors of Cost 


There remains only the argument of 
sponsors of the proposed legislation that 
the additional power to be made avail- 
able through the redevelopment will 
cost the consumer less if the redevelop- 
ment is constructed and operated by 
government. However, this argument 
ignores the fact that the difference in 
cost is attributable to the huge sums of 
taxes paid by the electric companies and 
to the differential in the apparent cost 
of raising capital. Again, in the latter 
connection, the differential is attributable 
to the non-taxability of the income upon 
securities issued by state governments or 
their agencies, and, in the case of se- 
curities issued by the Federal govern- 
ment, not only to the fact that the 
taxpayers underwrite the risks but to 
the fact that the Federal government 
issues securities of very short maturity 
to keep interest costs low. Of course, 
private enterprise could not finance a 
project such as the redevelopment of the 
Niagara River in any such manner. 

Moreover, it should be borne in mind 
that estimated costs for constructing gov- 
ernment plants are very often far ex- 
ceeded by the actual costs. We firmly 
believe that our companies can do the 
job at less cost and faster. 


Loss of Tax Revenue 


In addition to requiring the appropri- 
ation of hundreds of millions of dollars 
of public funds, governmental develop- 
ment would yield no revenue whatever 
for the support of Federal, state, or local 
governments. On the other hand, re- 
development by private enterprise would 
avoid anv appropriation of public funds 
and would vield Federal, state, and local 
taxes estimated at $23,000,000 annually ; 
federal taxes of $9,250,000; state taxes 
of $4,300,000; and local taxes of $9,- 
450,000. Since these estimates give effect 
to the tax rates prevailing at the time 
of the completion of the report of the 
Bureau of Power and not to current or 
immediately prospective tax rates and 
give no effect whatever to taxes which 
security holders would pay upon their 
interest or dividend income, the aggre- 
gate tax estimate of $23,000,000 annu- 
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ally may be understated. However, on 
this basis and assuming the continuance 
of current tax rates, in some 15 years, 
the total taxes paid in the event of re- 
development by private enterprise would 
return to Federal, state, and local gov- 
ernments an amount of taxes equal to 
the entire cost of the redevelopment. 

In view of the absence of any public 
functions of government and in view of 
the existing and ever increasing financial 
requirements of the nation as a whole, 
the Congress should not hesitate to re- 
ject a course which requires the expend- 
iture of large sums of public funds, adds 
to the public debt, and results in the loss 
of substantial annual tax revenue, par- 
ticularly where private enterprise can 
and has for more than thirty years been 
prepared to do the job. 


Effect on Power Economy 
When the Congress in the past has 
found justification for 
power development, it has been only as 


governmental 


an incident initially to multiple-purpose 
projects involving governmental func- 
tions. In such cases, the additional gen- 
erating capacity made available has been 
tremendous in relation to the capacity 
existing in the area involved, so as to 
produce a radical effect upon the area’s 
power economy as a whole. Such con- 
ditions do not exist here. The generating 
capacity in the State of New York in 
1950 aggregated 6,259,487 kilowatts 
and 2914 billion kilowatthours were 
produced. Even if a redevelopment is 
made at Niagara, our companies must 
in the future continue to provide addi- 
tional generating capacity to meet the 
gerowing load. 

Approximately 2,000,000 kilowatts of 
additional generating capacity are pres- 
ently under construction by the electric 
companies in the State of New York 
and will be completed long before any 
additional Niagara power can be made 
available. The additional capacity of 
1,132,000 kilowatts to be made available 
through redevelopment of the Niagara 
River would increase this total capacity 
in the entire state by 13.7 percent, and 
represents less than 60 percent of the 
capacity actually under construction at 
this time. Even this percentage of in- 
crease is reduced when effect is given 
to the construction which the private 
utility companies have planned but not 
vet commenced for installation before 
1960. For example, in the Niagara Mo- 
hawk system alone the projection be- 
tween 1952 and 1960 is a minimum of 
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850,000 kilowatts of additional capacity. 

I do not mean by the foregoing to 
minimize at all the urgent need for the 
Niagara River’s additional available 
generating capacity. When the Senate 
Foreign Relations Committee had be- 
fore it for ratification the treaty with 
Canada relating to the diversion of ad- 
ditional water, I appeared, and also 
addressed a letter to the committee chair- 
man urging the committee’s favorable 
consideration of the treaty. I then 
pointed out that the rapid growth in 
demand for electric service in the State 
of New York would in the future re- 
quire substantial additional steam elec- 
tric generating capacity, even though all 
available hydroelectric power resources 
were fully utilized. My letter to Sena- 
tor Tom Connally, dated May 23, 1950, 
was made a part of the record of the 
hearings before the Senate Foreign Re- 
lations Committee. It was also made a 
part of the record before the House 
Committee on Public Works in the last 
session of the Congress in connection 
with a bill then pending, similar to the 
one now before you. I should like to 
have it made a part of the record of 
these hearings. 


Tremendous Power Demands 


The increasing need for power, not 
only through the constant natural 
growth in all of our service areas but 
especially in the light of the existing 
international situation, requires that ad- 
ditional development at Niagara Falls 
be commenced forthwith, so as to make 
the power available at the earliest pos- 
sible moment. Our companies, having 
accepted the franchise obligation to pro- 
vide electric service in the respective 
areas served, are proceeding and must 
necessarily proceed to build additional 
generating capacity to meet the growing 
requirements for such service in the 
area. A redevelopment at Niagara is an 
additional source to meet these require- 
ments. It should be made by the com- 
panies serving the area and integrated 
into their presently pooled sources of 
supply without cost to or burden to 
taxpayers whose interest in the redevel- 
opment is remote. 

The industries throughout the state 
have tremendous power demands. Their 
products in most instances are vital to 
the national defense and they can utilize 
ever increasing amounts of power. Of 
course, without a most substantial com- 
mercial and industrial demand for power 
there would be no low-cost power for 
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anyone, since it is the combination of 
varied types of demands for power which 
enables an electric system to operate at 
high capacity and keep all rates low. 

The additional power which can be 
developed on the United States side of 
the Niagara River will be absorbed 
quickly. The projection for Niagara 
Mohawk alone of at least 850,000 ad- 
ditional kilowatts between 1952 and 
1960, to which I have referred, demon- 
strates how easily the group of companies 
for which I speak could absorb all of the 
additional Niagara power, and this is 
without regard to the substantial increase 
in large industrial use which is certain to 
accompany the availability of additional 
firm hydroelectric capacity. 


Utility Qualifications 


The urgent need for the additional 
available Niagara power and the speed 
with which all agree it should be made 
available present further compelling 
circumstances for rejecting any govern- 
mental development. The group of elec- 
tric companies for whom I speak is 
peculiarly fitted to undertake the pro- 
ject and best qualified to commence con- 
struction forthwith and complete it most 
expeditiously. The Niagara Mohawk 
Power Corp. system has had over 50 
years of constant study and experience 
in the use of the waters of the Niagara 
River for the development of electric 
energy. Only Niagara Mohawk has con- 
structed and operated hydroelectric 
plants on the United States side of the 
Niagara River where it has two generat- 
ing stations. One of these is known as 
the Adams Station whose capacity is 
80,000 kilowatts. The other is the 
Schoellkopf Station with a capacity of 
360,000 kilowatts, making a total cap- 
acity of 440,000 kilowatts. 

The Adams Station was the first 
large hydroelectric station built in the 
world. Its Plant No. 1 was built be- 
tween the years 1890 and 1900. Plant 
No. 2 was built between 1900 and 1904. 

The Schoellkopf Station was con- 
structed in three sections, known as 
Stations 3A, 3B, and 3C. Station 3A 
was constructed between 1903 and 1914, 
3B between 1918 and 1920, and 3C 
between 1922 and 1924. 

In 1920, in the proceedings before the 
Federal Power Commission which re- 
sulted in the issuance of the license for 
Niagara Mohawk’s existing development 
on the Niagara River, The Niagara 
Falls Power Co., since merged into 
Niagara Mohawk, proposed a plan of 
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over-all development which did not dif- 
fer in any material aspect from the 
engineering recommendations now pre- 
sented by the report of the Bureau of 
Power of the Federal Power Commis- 
sion referred to in the Lehman Bill. As 
a matter of fact, the use of a pumped 
storage system to increase the peak cap- 
acity was developed by Niagara Mo- 
hawk’s engineers who proposed it to the 
Federal Power Commission during the 
discussions leading to the report of the 
Bureau of Power. 


Preliminary Steps Completed 


We have long since completed the 
preliminary studies necessary to under- 
take the redevelopment. Niagara Mo- 
hawk already owns all of the riparian 
lands and all of the rights-of-way re- 
quired for the redevelopment. ‘There is 
no substantial disagreement or impor- 
tant difference with the engineers of the 
Bureau of Power or of the Power 
Authority of the State of New York as 
to how the development should be made. 
As the report of the Bureau of Power 
states, there was cooperation between 
Niagara Mohawk’s engineers and the 
engineers of the Federal Power Com- 
mission and New York Power Authority 
in the preparation of the Bureau’s re- 
commendations. 

In short, all of the preparatory steps 
and studies have been completed and our 
group of companies lacks only the legal 
authority to undertake 
immediately. 

The group of companies for which I 
speak represents a substantial segment of 
the nation’s electric power industry. 


construction 


Each of the companies is soundly capi- 
talized and is highly regarded in the 
investment world. We have assured our- 
selves of our ability to accomplish 
necessary debt financing through institu- 
tional investors. This group of companies 
is ready, able, and willing to supply the 
necessary equity investment. 


Integrated Power Pool 


The transmission lines of all of the 
companies in the group are intercon- 
nected to form an integrated power pool. 
Our interconnections and those we have 
with utility systems outside the State of 
New York are set out on the map which 
I have supplied for the use of the mem- 
bers of the committee. We are inter- 
connected with the Hydroelectric Power 
Commission of Ontario, Canada, and 
interchange power with the New Eng- 
land Electric System, whose system 
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renders service in five of the New Eng- 
land states. Further, we are intercon- 
nected with the Pennsylvania-New Jer- 
sey power pool and are in the process 
of completing the details for improving 
and enlarging that interchange arrange- 
ment. All of these interconnections make 
possible the utilization of the most eco- 
nomic sources of our combined generat- 
ing capacity and provide for normal ex- 
changes of power as well as for emer- 
gencies. 

Our group of companies has nearly 
6,000,000 kilowatts of installed generat- 
ing capacity, and we have under actual 
construction an aggregate of over l,- 
800,000 kilowatts of additional generat- 
ing capacity. In the year 1950, our 
electric sales, not including our own 
intercompany sales and sales to other 
utilities, exceeded 25 billion kilowatt- 
hours. Our electric service is available 
to all of the farms in our service areas. 
Here again there is a sharp contrast with 
the situation existing in areas like that 
of IT'VA where only 3 percent of the 
farms had electric service in 1933 when 
that governmental development was au- 
thorized by the Congress. 


Disbursements and Ownership 


In the year 1950, the five companies 
for whom I appear paid approximately 
$136,000,000 in taxes—$56,000,000 in 
Federal taxes and $80,000,000 in state 
and local taxes. We employ 45,583 
people and in the year 1950 our payrolls 
aggregated approximately $182,000,000. 
Together we have over a quarter of a 
million stockholders residing throughout 
the 48 states, most of whom are indi- 
vidual men and women. Banks, insur- 
ance companies, investment companies, 
and educational, religious, and other in- 
stitutions are very substantial investors 
in our equity securities. 

If our group of companies were au- 
thorized to go ahead with the redevel- 
opment of the available waters of the 
Niagara River, utilization of the project 
power would be supervised by us jointly. 
We would, as we now do in our daily 
operations, operate our interconnected 
systems and distribute the available ad- 
ditional power in such manner as to 
realize its most economic potentialities 
to the end that maximum benefits would 
flow to as many consumers as possible. 
Each of the participating companies 
would pay for the power on the basis 
of the amount necessary to service the 
debt of the jointly owned company, to 
provide for its operating expenses, in- 
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cluding taxes, and to allow a limited 
but fair return on the equity capital to 
be invested. In the latter connection, it 
is perhaps worthy of emphasis that elec- 
tric companies undertaking hydroelectric 
developments do not make money on the 
water itself. They only make a return 
on the capital which must necessarily be 
invested to generate the power from the 
water and to make the power available 
for the use of the public. A reasonable 
return on investment is a_ necessary 
element in the cost of operating any 
business; without it, private enterprise 
could not exist. 

In substance, therefore, the price of 
power to participating companies would 
be its cost, and since all of the companies 
are under the rate and other regulations 
of the Public Service Commission of the 
State of New York and operate on a 
strict ‘cost of service basis,” the savings 
in costs which might be realized by the 
participating companies will, of neces- 
sity, flow to all of the people in our 
service areas. 

Under all of the circumstances to 
which I have adverted, there is no valid 
reason in the public interest for depart- 
ing from the well-established, workable 
national policy and scheme provided in 
the Federal Power Act for the develop- 
ment of power through the use of our 
navigable waters. The Federal Power 
Act has provided adequate safeguards 
for the protection of local as well as 
national interests. Under the facts here 
presented, the Federal Power Commis- 
sion should be authorized by the Con- 
gress to issue a license to the applicant 
who can satisfy the commission as to 
its ability to commence construction im- 
mediately and prosecute it to completion 
expeditiously. 

Existing provisions of the Federal 
Power Act should be incorporated in the 
license. The provisions of the act with 
respect to recapture of licensed projects 
by the Federal government do not ordi- 
narily become operative for 50 years 
from the date of the license. However, 
if the company to be jointly organized 
by us were the licensee, we would not 
object to provisions for Federal or state 
recapture of the Niagara redevelopment 
project becoming operative in 1971 when 
Niagara Mohawk’s license for its exist- 
ing Niagara development expires. 

I want to make clear, too, that the 
participating companies are willing to 
enter into any equitable arrangement 
for the apportionment of the project 

(Continued on page 323) 
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Mae B. Woods 





Miss Woops 


AE B. WOODS, secretary of the 
Edison Electric Institute and a 
resident of Jackson Heights, L. I., died 
on Saturday, August 4, after an illness 
of nearly a year. She had been on leave 


of absence from the Institute since last 
fall. 

Miss Woods had been active in the 
work of the Institute and of its prede- 
cessor, the National Electric Light Asso- 
ciation, for 29 years. She had a wide 
circle of friends and acquaintances 
throughout the industry, through her 
capable work in handling the arrange- 
ments for the Annual Conventions. 

Born in Richmond, Virginia, in 1902, 
Miss Woods received her education at 
John Marshall High School in Rich- 
mond and at Stuart Hall in Staunton, 
Virginia. She entered the employ of the 
National Electric Light Association in 
August, 1922, becoming assistant to the 
secretary in June, 1929. 

When the NELA was dissolved and 
the Edison Electric Institute formed in 
1933, Miss Woods became acting secre- 
tary of the new organization. In June, 
1934, she was appointed secretary by the 
EEI Board of Trustees, and served in 
that capacity until her death. 





National Farm Electrification Conference 


HE sixth annual National Farm 

Electrification Conference, scheduled 
to convene in Cincinnati, Ohio, on Octo- 
ber 9 and 10, will have as its theme, 
“How Farm Electrification Can Make 
America Stronger.” ‘Top level leaders 
in farm electrification will participate 
in the program. 

Two prominent figures in the field 
of power supply who will address the 
conference are George M. Gadsby, 
president of the Utah Power and Light 
Co. and president of the Edison Elec- 
tric Institute, and Claude R. Wickard, 
administrator of the Rural Electrifica- 
tion Administration, U. S. Department 
of Agriculture. Mr. Gadsby will speak 
on “The Electrical Power Suppliers As- 
sist in Agricultural Development,” while 
Mr. Wickard has chosen the subject, 
“Farm Electrification and Its Future.” 

Other speakers and panel discussion 
leaders include: J. C. Cahill, The De- 
troit Edison Co.; John L. Strohm, as- 
sociate editor, Gentleman; 
W. J. Ridout, editor, Electricity on the 
Farm; and Roy Battles, radio farm di- 
rector, WLW, Cincinnati. 

The National Farm Electrification 
Conference, organization of its 
kind in the country, is composed of 26 
participating organizations, representing 


Country 


only 


every segment of the agricultural field. 
Its standing objective is to bring to- 
gether in conference individuals and 
groups interested in raising farm living 
standards and reducing costs by increas- 
ing profitable farm uses of electricity. 

Characterizing electricity as a hired 
man, a pre-conference report stressed the 
fact that it ‘must be put to work in- 
telligently and productively before it 
really benefits the farm family. There 
must be research to uncover techniques 
and develop equipment for electricity to 
handle more farm jobs better. Farm 
families must be fully informed on 
where, how and when they can advan- 
tageously put electricity to work. These 
are problems that will be explored at 
the Conference.” 

L. L. Rummell, dean of Ohio State 
University’s College of Agriculture, is 
general chairman of the 1951 confer- 
ence. He is assisted by J. R. Cobb, man- 
ager of Farm Market Sales, Frigidaire 
Division, General Motors Corp., as pro- 
gram chairman; Odin Wilhelmy, super- 
visor, Rural Division, The Cincinnati 
Gas and Electric Co., as local arrange- 
ments chairman; and Francis Byrnes, 
agricultural editor, College of Agricul- 
ture, Ohio State University, as informa- 
tion committee chairman. 
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No 10 o’clock scholars among these utility executives hurrying to 
a class sponsored by the Utility Executive Development Program. 
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Representatives of 45 utilities participated in the Program held at 
the University of Michigan School of Business Administration. 


Uulity Executive Development Program 


By H. C. Thuerk 


President, New Jersey Power & Light Company 


HE day of August 3, 1951, will 

be memorable to 57 utility men, 

since it marked the completion 
of four weeks of intensive study in 
management education at the School of 
Business Administration of the Univer- 
sity of Michigan at Ann Arbor. This 
group, the first to participate in the 
Utility Executive Development Pro- 
gram sponsored by an informal com- 
mittee representing the electric, gas, and 
telephone industries, came from all parts 
of the United States and represented 45 
utility companies. 

Of the 57 who attended, 21 were 
from electric companies, 11 from com- 
bination electric and gas companies, 
11 from gas companies, one from 
pipeline company, five from 
Bell System companies, and seven from 
independent telephone companies. Com- 
pany representatives ranged from en- 
gineers to all levels of. supervision right 
up to and including presidents, and had 
utility experience from four to 41 years, 
with an average of 21 years. Ages of 
the “students”- ranged from 28 to 57, 
with the average around 45 years. 

The group literally lived the life of 
the proverbial college student from July 
9 until August 3. An entire dormitory 


a gas 


was taken over for living and dining 
accommodations. Classes were held six 
days a week from 8:30 a.m. to 1:00 p.m. 

Feeling the need for a program to 
supplement executive development ac- 
tivities carried on by utility companies, 
the informal committee, of which I act- 
ed as chairman, and F. E. Verdin, per- 
sonnel director, The Cleveland Elec- 
tric Illuminating Co., as vice chairman, 
discussed the idea with several utility 
companies and received encouraging re- 
actions toward the proposal. The next 
step then was to induce a qualified col- 
lege or university to take the assign- 
ment of enhancing the management 
skills of a heterogeneous group of upper 
level utility men. 

The School of Business Administra- 
tion at the University of Michigan ex- 
pressed a tremendous interest in the 
project, and after several conferences 
with the informal committee, agreed to 
undertake a four-week program during 
the summer of 1951. A curriculum was 
prepared and details of administration 
worked out with the committee, which 
included representatives of the Edison 
Electric Institute, the American Gas 


Association, the United States Indepen- , 


dent Telephone Association, and the 


Bell System. In December members of 
each of the participating groups received 
a prospectus of the program and by 
Christmastime sufficient — enrollments 
Were guaranteed to insure the under- 
writing of the project. Thus was born 
the Utility Executive Development Pro- 
gram. 

The principal objective of the pro- 
gram is to provide a perspective which 
will help the utility executive carry on 
more effectively the functions of his 
present position and prepare him for 
added responsibilities for management 
and policy determination when opportu- 
nities occur. The subject matter of the 
courses embraces broad principles, fac- 
tual information, and practices which 
are essential to the successful manage- 
ment of utilities, rather than the tech- 
nical and detailed procedures which are 
more appropriately handled by utility 
companies in their own training pro- 
The processes of making and 
evaluating policy decisions in the various 
areas of management are emphasized. 
Stress is placed upon the techniques of 
developing and administering manage- 
ment practices, the effective use of tools 
of management, and the relationships 
between line and staff employees. 


grams. 
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Comparing notes before class. Stu- Distinguished educators and industrial leaders conducted classes and after-dinner 
dents took detailed lecture notes. discussions. EEI President George M. Gadsby delivered opening Program address. 








Purposeful students display attentive classroom attitude. Representing all levels H. C. Thuerk, chairman of the informal 
of management, students ranged in age from 28 to 57, averaging about 45. committee which planned the Program 
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Stimulated by lectures, students from various utilities dis- Program Director Robert L. Dixon (second from right), Univer- | 
cussed mutual problems, even during a break for coffee. sity of Michigan professor of accounting, theorizes with students. i 
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The program covers five broad areas 
of study: 
Enterprise Economics 
Financial Administration 
Human Relations 
Management Functions 
Regulation 
Enterprise Economics is treated un- 
der two sections, one of which deals with 
the nature and requirements of a free 
enterprise system and the place of regu- 
lated industry in that system, and the 
other which deals with business condi- 
tions, including national income analy- 
ses, business forecasting, and the causes 
and treatment of business instability. 
Financial Administration is similarly 
handled in two parts, Accounting and 
Accounting emphasizes the 
use and understanding of financial and 
statistical statements and the consider- 


Finance. 


ation of terminology and presentation of 
reports for the benefit of management, 
employees, investors, and regulators. Fi- 
nance, the second portion of this course, 
emphasizes such matters as_ financial 
structures, dividend policies, methods of 
capital raising, indenture and stock con- 
tract provisions, private placements of 
security issues, competitive bidding, and 
fund management. 

The Human Relations course strives 
first for an understanding of the be- 
havior and attitudes of individuals, and 
then of the means of developing the 
managerial skills necessary to influence 
human behavior on the job. Particular 
attention is given to the skills needed for 
the effective conduct of interviews and 
business conferences. Emphasis is placed 
on methods of democratic supervision 
with its necessary corollary, two-way 
communication. Administrative 
tices, directed at satisfactory industrial 
relations and executive development, re- 


prac- 


ceive attention with respect both to 
methods and organization. 
Management Functions deals with 


the bases for making policy decisions, the 
factors to be considered, and the means 
of weighing those factors. “The co- 
ordination of long- and short-run policy 
choice is studied, and consideration is 
given to the economic and technical de- 
velopments affecting the long-range fu- 
ture of utilities. 

The subject matter of the Regula- 
tion course covers the economic and 
legal backgrotind of regulation and the 
development at Federal and state levels, 
and the rate base and rate level prob- 
lems. 


The program was conducted in the 


EDISON ELECTRIC INSTITUTE BULLETIN 


School of Business Administration of 
the University of Michigan, with its 
full instructional facilities being util- 
ized. Regular faculty members of the 
School of Business Administration un- 
der Dean Russell A. Stevenson taught 
their specialties, with Robert L. Dixon, 
Professor of Accounting, acting as di- 
rector of the program. Economics was 
handled by Professors Clare E. Griffin 
and Paul W. McCracken; Financial 
Administration, Professors William <A. 
Paton and Merwin H. Waterman; Hu- 
man Relations, Professors L. Clayton 
Hill and John W. Riegel; and Man- 
agement Functions, Donald R. G. 
Cowan. The course in Regulation was 
taught by Professor Ben W. Lewis of 
Oberlin College. 


Participating Speakers 
Various leaders in the utility industry 
and faculty members from other uni- 
versities participated by giving lectures 
and leading after-dinner “bull” sessions. 
Formal lectures were delivered by: 

George M. Gadsby, President, Utah 
Power & Light Co., and President 
of Edison Electric Institute— 
“Keep Bright the Torch of Free- 
dom.” 

Dr. Leonard E. Himler, Associate 
Professor of Mental Health, and 
Director of Mercywood Sanitari- 
um—‘‘Psychology in Industry.” 

David McCord Wright, Professor of 
Economics, University of Virginia 
—‘‘Requirements of Economic 
Growth.” 


James W. Parker, President, The De- 
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troit Edison Co.— “Human Rela- 
tions.” 

C. C. Jung, President, Scudder, Ste- 
vens & Clark, Inc.—‘Investments 
in Utility Companies and Investor 
Management Relations.” 

Sumner H. Slichter, Lamont Univer- 
sity Professor, Harvard University 
—‘Business Conditions.”’ 

Nelson L. Smith, Chairman, Federal 
Power Commission — “Growth of 
the Electric Utility and Natural 
Gas Industry.” 

In addition, top executives of several 
electric, gas, and telephone companies 
visited the campus during the program 
and led informal 
phases of the utility business in which 
the group was interested. 


discussions on any 


The participants in the course spent 
the four-week period in an atmosphere 
which was conducive to real intellec- 
tual development. Through the close as- 
sociation with representatives of other 
utility companies, opportunity was pres- 
ent to discuss mutual problems and to 
exchange ideas and experiences. 

Classes took up approximately four 
hours of each day, with text assign- 
ments, case work, reference readings, 
and organized discussions conducted by 
the professors or visiting lecturers occu- 
pying the remaining hours of the work- 
day, making the entire program a ‘‘work 
program.” 

Members of the informal committee 
made periodic visits to Ann Arbor while 
the program was being conducted and 
were deeply impressed by the esprit de 

(Continued on page 324) 


agg) 
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Of the 57 utility representatives attending the conference, the 21 from electric com- 
panies formed the numerically dominant group. 
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wee 1S MIND ABOUT 
GOVERNMENT OWNERSHIP 












“| GOVERNMENT 
OWNERSHIP 
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[ AGED 
Business MAN ew 
ELECTRIC COMPANIES 
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electric power focilines would be o bed ideo. 














More people now think business-monaged electric « ice 


Look AT THIS FACT! 


9 up the benefits of business management 


ship. 


We have a vital stake in opposing government ownership of the 
industry we work for. 
Put your shoulder to the wheel! Help win this fight against 
government power and encroaching socialism. 
Sell more people the fact that our business-managed electric service is 
better than government owned electric service. 


SOCIALISM - A BIT AT ATIME IS S7/LL SOCIALISM 
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Norodm: Podnik” is the Russian for “Notional Ownership”. It means 





stondord of living, te our Ame 
the dignity of our fellow men. it means an end to our Freedom 








SOCIALISM -A BIT ATA TIME 1S,97/// SOCIALISM. 











S108 MILLION 


That’s what the bureaucrats spend each year to 
finance their propaganda—and 


it’s all taxpayer’s money! 








We can't compete fi jially with the b ic pi di: 


This fight will be won by our customers —the voters — 





+ 
if we tell them about the bureaucratic “schemers” who plan 
socialism; 


. 
if in contrast with the disinterested performance 
of go’ b we make an over-all effort 





to have our customers think of us in terms 
of good electric service and friendly and courteous treatment. 


Tell them our story again and again 








SOCIALISM -A BIT ATA TIME 1S,57/// SOCIALISM. 














aight = Shoulder 


OUR EMPLOYEES SPEAK THEIR miye 
GOVERNMENT OWNERSHIP OF pypy 
ppout “Ting, 


ie 


. teliel operator of the Product 
Company: He sums up th 


Division, The Narragansett Electric 
of the grasping “vines” of Socialism: 












ALEXANDER A. VERVAERT 


salesmon for Lowell Electric Light Corporotion. 
He says 


The biggest delusion we hove 1s that we can nation 





SOCIALISM -A BIT AT A TIME 18,577// SOCIALISM. 








The unusual posters shown above and across the page were developed by the New England Electric 
System. Revealing the dangers of government ownership, they are being displayed in conjunction with 
articles, some written by employees, which appear in Contact, the System employee magazine. 
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Your Company 


is the largest taxpayer in town! 
@ IN FACT, IN NEARLY EVERY CITY AND TOWN 
SERVED BY A SUBSIDIARY OF NEW ENGLAND 
ELECTRIC SYSTEM, THE LOCAL COMPANY IS 
THE COMMUNITY'S LARGEST TAXPAYER. 








LOCAL CITIES AND TOWNS WOULD 
NOT RECEIVE A DOLLAR OF THIS 
TAX MONEY IF THEY WERE 

SERVED BY... 
GOVERNMENT POWER PROJECTS 














New England Electric System Posters 
Proclaim Private Enterprise 


By O. Van Rye 


Personnel Administration Counsel, New England Electric System 


HE companies of the New Eng- 

land Electric System are telling 

the story of encroaching socialism 
through the medium of specially designed 
bulletin board posters tied in with short 
articles on the same subject in Contact, 
the System magazine. 

This method of telling the story a 
little at a time is proving to be more 
effective than attempting to give it all 
at once. The experience of many com- 
panies has been that written material 
that is of any length receives only limited 
readership. Employee meetings, although 
they are by far the most effective means 
of communication, cannot be held often 
enough to lend themselves to a continu- 
ing program of education and of infor- 
mation regarding the changing develop- 
ments of the battle we are engaged in. 

The objective we are trying to attain 
is to have every employee know how to 
answer his neighbor and friends when 
they ask him about government power. 
The monthly column placed on the in- 
side cover of Contact is used to give 


detailed information on one particular 
fact. The poster is used to get this same 
fact The 
column supplements the poster, and even 
if the column is not read, the message 


across by pictorial means. 


on the poster gets the idea across. 

For example, when the monthly col- 
umn was devoted to taxes, the posters 
had attached to them photostatic repro- 
ductions of the check used to pay the 
local taxes of the cities and towns which 
the company served. The message on the 
poster was “Your 
taxpayer in 


short and simple: 


company is the largest 


town!” 


This was changed to second 
largest or third largest in a few local- 
ities. 

The posters and columns are also used 
to feature outstanding stories written by 
“Narodni Podnik,” reprinted 
in the BULLETIN and Gas 
of these. A poem sent in by another 
employee was reprinted in the Electrical 
World. This poem, incidentally, drew a 
wrathful Northwest 
Public Power Association. 


employees. 


A ge, Was one 


answer from the 


We have found that employees can 
write very forcefully on the subject of 
socialism and are particularly aware that 
the threat of government power is a 
threat to collective bargaining. For ex- 
ample, on our poster for September, 
Ray MeGrory, first class lineman, says: 

.. . And what about unions? Where 

do they fit under government control ? 

Not as representatives, not as bargain- 

ing agents for employees. Under gov- 

ernment ownership labor loses most 
of its rights and many of its gains. 

That’s why the unions join manage- 
ighting the socialization of 
tax-payving utilities. 


ment in 


Here is a statement from one employee 
to another we believe is much 
more effective than if it appeared editor- 
ially or in lengthy discourse on what has 
happened to i 
England. 


which 


collective bargaining in 

Fortune magazine in their article 
communications asked “Is 
listening?” We believe the 


“Yes!” 


+ 


on 
anybody 
answer is 
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Industrial Relations Conference to Undertake 


Intensive Study of Key Economic Problems 


By F. E. Verdin 


Director of Personnel, The Cleveland Electric Illuminating Co. 


Chairman, EEI Industrial Relations Committee 


HE problems facing our country 

at home and abroad have a direct 

influence on the nation’s economy 
in general and on our employee rela- 
tions in particular. Manpower short- 
ages and wage controls both restrict our 
efforts in this field and require intensifi- 
cation of our efforts to do more with 
less. 

The Fifth Annual Industrial Rela- 
tions Conference, sponsored by the In 
dustrial Relations Committee of the 
EEI, is designed to give participants a 
more highly intensified study of fewer 
problems. The problems chosen have 
been selected as those most pertinent 
to our current economy. “Vhe confer 
ence is to be held at the Netherlands 
Plaza Hotel in Cincinnati, Ohio, on 
November 5, 6, and 7. Elsewhere on 
this page are outlined the topics and 


those chosen to lead the discussions. 


Number One Problem 


Present day wage and manpower con 
trols on one hand and increased powe1 
demand on the other require that we 
do more with less. Probably the num- 
ber one problem is the audit of our ex 
ecutive resources and their maximum 
For this 
reason the Industrial Relations Com- 


development and_ utilization. 


mittee selected the topic of “Executive 
Inventory and Development.” ‘The 
three panel members will present the 
programs of their respective companies, 
taking about 20 minutes to do so. These 
presentations have two purposes. One 
is to acquaint the group with the prin 
cipal points of each program, and_ the 
other is to provide a basis for the day’s 
discussions. 

Two other allied subjects which, in 
the committee’s opinion, play an impor- 
tant part in maintaining high em- 
ployee morale and efficiency are “Com 
munications Programs” and “Economic 
Information Programs.” The problems 
of “Wage Adjustment Criteria” will be 
the fourth subject on the program. 
These three subjects are to be treated 
in the same manner as the first topic. 

Registration is to be limited to 25 





Conte ence Lea jer. 
O. Van Ry! 


HWoage Adjustment Criteri 


MI. M. Drake, 


Dinner fF B, lela 


USSLON 


Group Dis. 


Employee Center. 





Industrial Relations Conference Program 


Monday and Tuesday, November 5 and 6 


ry ana Deve lopme Ni 


Consolidated Edison ¢ 


Conference Leader: S. F. LEAnY, 
A. a COLLIGAN, Cenrra! 

J. C. ARNELL, 

Con Phidd { if1ons P) IgGrani 


W. H. Sexyarp, Louisiana Power and Light Co. 
New England Power Service Corp. 
W. Matrruews, Virginia Electric and Power Co. 


ennsvivani 
ARKER, Central Surveys, Ine. 


ae 
2. G. Kenyon, Southern Calito 


Conference Leader: F. R. Raucn, 
H. A. Perersonx, American Gas and Electric Service Corp. 
Duquesne Light Co. 


Wednesday, November 7 


Scheduled for 10 a.m. at Uhe Cincinnati Gas 


The Detroit Edison a. 
Hudson Gas and Electric Co. 
0. ot New York, Ine. 


Power and Light Co. 


Edison Co. 


Vhe Cincinnati Gas and Electric Co. 


6 p.m., Monday, Only 


and Electric Co.'s 








per workshop, with each registrant per- 
initted to sign up for two subjects. On 


November 5, workshops on all four sub 


jects will be conducted. On November 


6, all four will be repeated. 


Question Period 


On the third day all those in attend- 
ance will meet together for the oppor 
tunity of firing questions at the four 
panels. This year will repeat the use of 
the successful “Phillips 66” technique 


of audience participation, which was one 


of the highlights of last year’s confer- 
ence. 

Formal notice of the conference and 
registration blanks for it will be mailed 
to committee members and correspond- 
ents shortly after Labor Day. Advanced 
registration is important this vear be- 
cause of the limited attendance at the 
workshops. 

There will be the usual get-together 
and dinner on Monday night, but no 
formal speaking program is planned. 
Group luncheons are to be served daily. 
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Characteristics of Rural Load with 
8000 Kwh Average Annual Use 


A paper presented* before the Transmission and Distribution 


XCEPTIONALLY high use of 

electric service by the farm cus- 

tomers in DeKalb County, IIli- 
nois, about 50 miles west of Chicago, 
offered an opportunity to study char- 
acteristics of present and potential load 
as a guide to future planning for en- 
gineering and sales. An average annual 
use of about 7000 kwh in 1949 and 
8000 kwh in 1950 among 1450 farm 
customers is about double the state and 
national averages. This study was made 
in 1949-1950 in collaboration with the 
Agricultural Station, 
University of Ninety-seven 
farms were selected on a random sam- 
ple basis and were classified by the type 
of farm enterprise. 


Experimental 
Illinois. 


The potential load growth was ex- 
plored with each of the customers in 
the sample with particular emphasis on 
domestic and farm chore portions. The 
economic 


justification of various do- 


farm chore utilization 


equipment was considered and the needs 


mestic and 


of the individual farms discussed with 
respect to future operations. Analyses 
of domestic and farm chore energy use 
were made in detail for each of the 
sample farms. 

A principal conclusion of this study 
is that domestic use is responsible for 
the largest portion of total use by all 
except the largest of farm customers, 
and the farm chore load offers the ma- 
jor potential for future load building. 
The saturations of refrigerators, elec- 
tric ranges, water heaters, and home 
treezers were found to be 100, 73, 63 
and 37 per cent, respectively. Farm 
chore appliances, with the exception of 
milking machines and water systems, do 
not reach 50 per cent saturation even 
among the dairy farms. 


“By H. R. Wall, Commonwealth Services Ine., 


member of the Transmission and _ Distribution 
Committee. 


By R. K. Dallas 


Central Illinois Light Company 
J. N. Gosinski 


Commonwealth Services Inc. 


University of Illinois 
Chicago, Ill., May 1-2, 1951 


‘The current outlook for use of these 
ippliances, such as hay curers, barn con- 
veyors, feed grinders, etc., can, accord- 
ing to this survey, be the principal fac- 
tor in raising the average annual farm 
use to about 12,000 kwh in this area 
in the next few years if the increase 
continues at the rate of the past five 
years. 


Annual Kwh Sales 

For the purposes of this study the 
farms were classified on the basis of 50 
per cent or over of total gross income 
as being derived from dairy, livestock, 
mixed, and produce (grain and vege- 
table) operation. Table I shows the 
average annual kwh sales for the past 
three years. The order of kwh use— 
dairy, 12,000; livestock, 9000; mixed, 
5000; and produce, 3000—indicates the 


Paste I—ANNuUAL Kwu SAEs Per FARM 


P¢ r 
Type Cent 4verage Annual 
of of Kwh Sales Highest 


Farm Total 1948 1979 


1950 1950 


Dairy 22 9,525 10,477 12,250 30,000 
Livestock 34 6,944 8564 9,100 30,000 
Mixed 29 4,260 4,635 5,643 12,000 


Produce 15 2,809 3,193 3,895 14,800 








Average 6,037 6,913 8,009 


inherent application of electricity which 
occurred on these types of farm opera- 
tions. 

The corresponding highest use of 
farms for the dairy and livestock types 
is also shown in Table I. The sig- 
nificant value of 30,000 kwh indicates 
the order of electricity use which is re- 
alized on a farm where the farm chore 
work is fully electrified and heating 
devices are fully employed. Farms hav- 
ing this high kwh use were studied by 
the Agricultural Engineering Depart- 


E. W. Lehman and J. H. Thomas 


Committee, EE], 


ment of the University of Illinois, and 
it was found that all of the applica- 
feasible and 


tions were economically 


justifiable. 
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The accompanying chart gives the 
use by months for the average farm and 
It should 
be noted that generally the highest sales 
are indicated for March and April, this 


for the four types of farms. 


being the period of extensive infrared 
heating for pig brooding. The Decem- 
ber uses for the dairy and livestock type 
of farms were 90 per cent of the pre- 
ceding April kwh use. 

On each of the sample farms included 
in the survey, the connected load was 


determined for domestic and farm 
chore operation (Table II). The aver- 


TasBLteE II—Averace CoNNECTED LOAD AND 
DEMAND PER FARM, 1949 


Connected Load—Ku Demand 








Type (15 Min) 

of Aver- High- Over Aver- High- 
Farm age est ra) age est 
Dairy 23.3 30% 6.0 12.2 
Livestock 21.6 3 27% 5.2 10.2 
Mixed 15.6 25 7% 3.7 6.8 
Produce’ 11.8 20 0% 3.0 7.0 
Average 18.0 4.5 
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age connected load on the dairy type of 
farm was found to be 23 kw, with the 
highest being 45 kw. Thirty per cent 
of this group had connected loads in 
excess of 25 kw. 

The average 15 
dent demand per farm is shown in 
Table II]. The average demand of the 
dairy group was six kw and the highest 
demand, 12 kw. The average demand 
of the produce group was three kw and 
the highest, seven kw. More than 50 
per cent of the dairy and livestock farms 
had demands in excess of five kw. 

The demand characteristics were 
noted for both 15 minutes and 30 min- 
utes. It was found that the 30 min- 
ute demands in general were 90 per cent 
of the 15 minute demands. 

There appears to be no definite re- 
lationship between farm kwh use and 
kw demand, that is, equivalent to the 
pattern of residential use. The average 
load factor based on 15 minute demand 
was in the order of 20 per cent for all 
types of farms except produce, which was 
15 per cent, and the weighted average 
load factor was 18 per cent. Table III 
shows the average load factors and de- 
mand factors by type of farm. 

Demand factors are higher on dairy 
farms than on any other type of farm, 
even though the connected loads on 
these farms are generally higher than 
for other groups. In other words, the 
maximum demand on a dairy farm 
which has a certain connected Load 
would likely be much higher than that 
on a farm of another type with the 
same connected load. For example, a 
dairy farm and a mixed farm included 
in the random sample had a connected 
load of approximately 25 kw. The max- 
imum demand on the dairy farm was 
5.8 kw and the maximum demand on 
the mixed farm was 4.6 kw, a differ- 
ence of 26 per cent. 


minute noncoinci- 


Economy of the Area 

The most important factors affecting 
the use of electricity are (1) size of 
farm enterprises, (2) tenure of farms, 
(3) time of service connection, (4) 
type of farm, (5) farm income, (6) 
quality and continuity of service, (7) 
educational program, and (8) new de- 
velopments and their promotion. 

DeKalb County is well known for its 
brand of hybrid seed corn and for many 
years has been operated at the highest 
order of agricultural efficiency and cor- 
responding high return. Although the 
average income of the Illinois farmers 
ranks high, the income of the farmers 
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Taste JII—DEMAND AND LoaAp Factors 
Demand Factors Annual 
for Farms with Average 
Type Connected Kw Load Factor 
of Load of: (15 Min 

Farm 5 20 45 Demand) 
Dairy 0.6 0.3 ° 0.2 21 
Livestock 0.4 0.25 0.2 ‘ 
Mixed 0.3 0.21 0.1 .20 
Produce 0.14 15 
Average Al 





in DeKalb County is twice as great as 
the average in the state. 

The average size of the farms is 167 
acres. The large farms are in the or- 
der of 400 acres and the small are in 
the order of 50 Many of the 
large owner-operated farms have help- 
ers’ residences in addition to the farm 
operation. These were not included in 
the particular farm loads and were con- 
sidered as rural residences. 


acres. 


TaBLeE 1V—PoTENTIAL MARKET 


Type Increased Kuh 

of 1949 Domes- T otal 
Farm Kuh tic Chores Total Kah 
Dairy 10,480 1,300 7,100 8,400 18,900 
Livestock 8,564 1,500 3,200 4,700 12,300 
Mixed 4.635 2,600 1,700 4,300 8,900 
Produce 3,193 1,800 600 2,400 


5,600 


There has been a gradual increase in 
the number of tenant-operated farms. 
Some 46 per cent of the farms were 
tenant-operated, the largest number be- 
ing of the vegetable packing type, which 
was 100 per cent tenant-operated. The 
average kwh sales to the tenant farms 
were only 57 per cent of the average to 
owner-operated farms. 


Single Phase Service 

The entire area is served with single 
phase distribution, and there are no 
farm customers using three phase mo- 
tors. The applicable regulations per- 
mit motors of 7% hp (repulsion induc- 
tion), and a small number of this rat- 
ing have been employed for feed grind- 
ing. In view of the large size of the 
enterprises, most of the feed grinding 


TABLE V—PRESENT AND EsTIMATED 1956 


SATURATION OF 
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has been done by mills of 10 and 15 hp 
with belt take-off from tractors. Re- 
search at the University of Illinois Ag- 
ricultural Experimental Station has been 
in the direction of motors of not larger 
than five hp on automatic grinders op- 
erating over longer periods. It appears 
that most tasks can be accomplished 
without any one motor exceeding five 
hp, if properly applied. This trend will 
significantly increase load factor. 


Potential Market 


It is anticipated that a ceiling for do- 
mestic use will be in the order of 9000 
kwh exclusive of any space heating. Of 
those customers having the highest or- 
der of kwh sales, that is, above 25,000 
annual kwh, about 30 per cent of the 
total was devoted to domestic use. The 
potential market is much greater with 
the dairy and mixed groups than it is 
with the livestock group. Table IV 
shows the near future potential market 
per farm, the increase in kwh use being 
indicated for domestic and farm chores. 

The present and potential saturations 
by type of farm of major farm chore 
appliances are given in Table V. These 
are appliances whose annual kwh _ use 
is 900 or more. In addition there are 
some 20 smaller appliances whose use is 
less than 900 kwh per year. 

The results of the survey indicated 
that even on the best enterprises the 
farm lighting was substandard. AI- 
though farm lighting has received much 
sales effort, it is evident that promo- 
tion must be continued to realize this 
load. An important complement is ade- 
quate wiring. 

Well-operated farms in the next few 
vears should use 19,000 kwh for dairy 
operation, 12,000 kwh for livestock op- 
eration, 8000 kwh for mixed operation, 
and 6000 for produce cperation. The 
average for this should 
12,000 kwh. 

At the present time, the sales depart- 
ments record the number of ranges and 
water heaters. In the future, the num- 


(Continued on page 324) 


area reach 


Mayor Farm Cuore APPLIANCES 


(Over 800 Kwh Annual Use) 





Inn'l Kuh Dairy Livestock Mixed 

Appliance Use Pres. Pot. Pres. Pot. ——s*Pres. ~—~Pot. 
Hay Curing 3,000 0 51 0 - 9 0 “a 
Milk Cooler 2,360 38 100 0 0 7 9 
Feed Grinding-Auto. 1,580 0 43 3 30 0 4 
Heat Lamp-Farrowing 1,250 24 53 24 71 15 41 
Dairy Hot Water 1,100 76 98 0 0 7 11 
Barn Cleaner 912 5 15 0 0 0 7 
Silo Unloader 912 5 29 0 16 3 19 
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Eleven EEI Resuscitation Medals Awarded 


to Valorous Electric Company Personnel 


HE heroism and valor consis- 
tently displayed by electric com- 
pany employees in the saving of 
human life through resuscitation tech- 
niques are a perpetual tribute to the 
skill and selflessness of the industry’s 
personnel. Recognizing this, the EEI 
Medal for successful resuscitation was 
established in 1933 for presentation to 
electrical workers whose application of 
artificial results 
the lives of victims of electric shock. 
This year a total of 28 EEI Medal 
cases have been reviewed in the BULLE- 
TIN, including those which appear in 
this issue. (See also the January and 
February, 1951, issues of the BULLE- 
TIN.) Odesterreich pole top resuscitation 
was the method used to restore respira- 
tion in all but one of the 15 cases where 
victims remained suspended from ele- 
vated structures after receiving shock. 
In some of these pole top cases, Schafer 
prone pressure was applied after the 
victim was lowered to the ground. The 
remaining 14  resuscitations were ef- 
fected solely by prone pressure. 
The-comprehensive data furnished in 
applications for the EEI Medal amply 


respiration in saving 


demonstrate the personal courage of 
electric company employees and the ex- 
cellence of the resuscitation training 


However, this data also 
permits conclusions of a less heartening 
nature, 

In a recently published report of the 
EEI Accident Prevention Committee, 
By the Grace of God, Through the 
Hands of a Fellow Worker, the author, 
W. R. Smith, made a careful analysis 
of 250 EEI Medal cases. This timely 
and constructive study demonstrated 
that in the great majority of cases shock 
occurred under conditions which were 
not unduly hazardous and which could 
have been controlled by the observance 
of proper safety precautions. In other 
words, most of these 250 accidents need 
not have happened. 

It is this fact, Mr. Smith writes, that 
should give emphasis to the significance 
of the safety rules established by all 
operating companies and justify adher- 
ence to them in the minds of employees. 


given them. 


Despite the effectiveness of resuscita- 
tion techniques and the skill of electri- 
cal workers called upon to perform 
them, the fact remains that many shock 
victims suffer physiological injuries 
which inevitably result in death or per- 
manent disability. According to statis- 
tics of the Accident Prevention Com- 
mittee, electric shock and burn accidents 
are the industry’s number one safety 
problem. The number one corrective 
is obviously to prevent the occurrence of 
these accidents through strict compliance 
with company safety rules. 

Brief summaries of circumstances 
leading to the presentation of eleven 
EEI Medals follow. 


WILLARD H. SPANGLER 
Appalachian Electric Power Company 


On the morning of June 3, 1949, a con- 
struction gang employed by the R. H. Bou- 
ligny Co., Inc., was rebuilding a 13.2-kv line 
for the Appalachian Electric Power Co. A 
two-wire telephone line, located underneath 
the 13.2-kv line, had been disconnected from 
the poles for several spans and hung near 
the ground. 


Groundman Elmer F. King, protected only 


by leather gloves, picked up one of the tele- 
phone wires and prepared to move it away 
from the pole. In doing this, he threw the 
wire over a bush, causing it to whip into 
the live 13.2-kv conductors. As a result, he 
received three severe shocks which rendered 
him unconscious. The wire was still grasped 
in his left hand when he collapsed, and an- 
other groundman sustained a shock, which 
knocked him to the ground, in an attempt 
to free King from electrical contact. A hot 
stick was finally used to remove the wire 
from King’s hand. 

Fortunately, Willard H. Spangler, gen- 
eral foreman and safety director, Pulaski 
district, Appalachian Electric Power Co., 
had been inspecting the construction at the 
scene of the accident, and he immediately 
applied Schafer prone pressure to King, who 
was unconscious and not breathing. 

Treatment was continued for 30 minutes 
before King showed any signs of life, and 
10 more minutes elapsed before he was able 
to breathe without assistance. He was then 
removed in an ambulance to a hospital. 

Willard H. Spangler was presented an 
Edison Electric Institute Medal at a district 
operating and safety session conducted in 
Pulaski, Va., last February. D. C. Duncan, 
Appalachian Electric Power Co. system 
safety director, made the presentation. Ac- 
counts of the rescue and award were carried 
in the February 18, 1951, edition of The 
Southwest Times and in the March, 1951, 
issue of the Illuminator, Appalachian Elec- 
tric Power Co. newspaper. 





WILLARD H. SPANGLER (second from right) 


receives his EEI Medal and Certificate 

for successful resuscitation from D. C. Duncan, system safety director of the Appalachian 

Electric Power Co., as (left to right) J. P. Gills, Bluefield division manager, and D. P. 
Minichan, Pulaski district manager, look on. 
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R. M. BARTLETT (left), foreman for the Georgia Power Co., 

accepts his EEI Medal Citation for successfully resuscitating a 

fellow worker from C. W. Roberts, vice president and division 
manager, Macon Division. 


R. M. BARTLETT 
Georgia Power Company 


For eight weeks crews of the Georgia 
Power Co. had been engaged in converting 
the Brunswick-Woodbine 12-kv line to 44 kv. 
Shortly after noon on July 25, 1949, one of 
these crews, under the direction of Line 
Foreman R. M. Bartlett, was preparing to 
knock off work for lunch. 

During the morning, the crew had _ in- 
stalled a 44-kv gang operated switch on a 
new pole set between two poles of the ex- 
isting Brunswick-Woodbine line. The mid- 
dle phase wire had been raised about four 
feet above the new pole by means of hot line 
stick, and the new overhead ground wire, 
which had been pulled in but not sagged, 
was resting against the steel channel sup- 
port of the middle phase switch. 

When lunch call was given, linemen on 
the pole started to descend. Suddenly an 
arc sounded, and all members of the crew 
looked up to the top of the pole. Lineman 
S. J. Presley was standing on the 
arms with his hands grasped around the 
hot line stick, his left foot on the middle 
phase switch channel, his right foot on the 
switch operating mechanism. In changing 
position, Presley had sustained shock when 
his left shoulder contacted an energized fit- 
ting on the hot line stick. 


cross- 


Presley was swaying back and forth. He 
again brushed against the energized fitting, 
and another arc occurred at his left shoulder 
and feet. He then pitched forward and fell 
33 feet to the ground. 

With the aid of other crew members, Fore- 
man Bartlett moved the injured man from 
the sandy ditch into which he had fallen. 
Presley was not breathing, though his body 
was quivering, and Bartlett began applying 
prone pressure. The victim responded after 
three minutes of treatment but was not able 
to breathe unassisted for another 15 or 20 
minutes. 

An ambulance, which had been summoned 
by radio, arrived about 30 minutes after the 
accident occurred, and Presley was taken to 
the hospital. He was treated for severe 
burns and subsequently suffered the loss of 
his left foot. 

R. M. Bartlett received an EEI Medal at 
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Illinois 


a Macon division operating practice meet- 
ing, held in Macon, Ga., last April 27. 
C. W. Roberts, vice president and division 
manager, Georgia Power Co., made the pre- 
sentation before 200 company supervisors 
and employees. 


ARTHUR H. PETIT 
Central Illinois Electric and Gas Company 

On May 2, 1950, at 3:15 pm, a three man 
crew of the Central Illinois Electric and Gas 
Co. was Doble testing switch gear at the 
company’s Lincoln substation. Work on oil 
circuit breaker No. 342 had been completed, 
and Meterman Arthur H. Petit and Meter 
Foreman Paul Levi were standing near the 
service truck, comparing test data. Suddenly, 
hearing the sound of an arc, the two men 
looked in the direction of the switchyard 
and saw Meterman Leonard Kinberg stand- 
ing midway up a ladder leaning against oil 
circuit breaker No. 345. Then Kinberg’s legs 
buckled, and he fell to the ground. 

Kinberg was unconscious and not breath- 
ing, and his face was badly burned, as was 
his clothing. Petit ran to the injured man 
and began administering prone pressure 
artificial respiration. Levi went to the power 
plant to place a call for a doctor, and when 
he returned to the scene of the accident, 
he relieved Petit, who had become fatigued. 
Kinberg began to breath about seven minutes 
after treatment begun and within an- 
other three minutes able to breathe 
without assistance. Upon arrival of an am- 
bulance, he was removed to a hospital. 


was 


was 


Petit and Levi had left the ladder leaning 
against circuit breaker No. 342 when they 
walked to the truck to analyze test data 
before the accident Apparently, 
in their absence, Kinberg moved the ladder 
to circuit breaker No. 345 and in some way 
drew an arc from the bushings, though he 
has no recollection of this. The crew had 
been informed that the whole substation was 
energized, and a procedure for taking cer- 
tain equipment out of service was outlined. 


occurred. 


Arthur H. Petit was presented an Edison 
Electric Institute Medal by D. C. McClure, 
president of Central Illinois Electric and 
Gas, at a Contact Club banquet held at the 
Forest Hills Country Club last June 7. Paul 
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cate, presented to him by D. C. 


Electric and Gas 
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ARTHUR H. PETIT (left) displays his EEI Medal and Certifi- 


McClure, president of Central 
Co., for reviving a co-worker felled 
by electric shock. 


Levi will receive a Certificate of Assistance 
at the company’s Service Pin Dinner later 
this year. 


LEE MERRILL MOORE 


Alabama Power Company 


On the morning of Nov. 9, 1949, a line 
crew was preparing to replace a cutout on 
a pole eight miles east of Gadsden, Ala., on 
the Gadsden-Piedmont Highway. Lineman 
Lee Merrill Moore, wearing rubber gloves, 
climbed the pole and removed the hot line 
clamps with the aid of a switch stick. Ap- 
prentice Lineman Henry Taylor Relford then 
followed Moore up the pole. 


Suddenly there was the noise of a flash- 
over, and the crew saw Relford enveloped 
in a huge arc, his left hand grasping a 7200- 
volt single-phase tie line conductor. When 
the arc broke about 30 seconds later, he was 
astride the neutral, 30 inches below the 
energized line. He had slumped into his 
belt, and his hand had fallen clear of elec- 
trical contact. 


Moore shifted position and started giving 
pole top resuscitation to Relford, who was 
unconscious and not breathing. The victim 


began to show signs of life after two or 
three minutes of treatment and was _ able 


to breathe normally within four more min- 
utes. A call for a doctor was placed over 
the truck radio, and Relford was lowered 
to the ground by means of a _ hand line. 
Upon arrival of an ambulance, the injured 
man was taken to a hospital where it was 
found necessary to amputate his left arm. 

Excepting Moore’s gloves, no protective 
rubber had been used on the job. Relford’s 
gloves were in his glove bag on his body 
belt at the time of the accident. It is as- 
sumed that Relford had not been instructed 
as to whether or not all conductors on the 
pole were energized. 

Lee Merrill Moore received the Edison 
Electric Institute Medal at the Gadsden dis- 
trict safety meeting last April. L. M. Smith, 
vice president and general manager, Ala- 
bama Power Co., made the presentation in 
a ceremony in which Mr. Relford partici- 
pated. A story on the presentation appeared 
in the May, 1951, issue of Powergrams, the 
company magazine. 
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Vice president and general manager L. M. 
LEE MERRILL 


rescued 


Alabama Power Co. gives 
award for pole top resuscitation. 


The 


Smith 


(left) of the 
MOORE his EEI 


lineman, H. T. and construction, 


Relford, participated in the presentation ceremony. 


CHESTER EARL JAMES 


Alabama Power Company 


In the early afternoon of July 20, 1950, 
a construction department line crew of the 
Alabama Power Co. was engaged in re- 
stringing a 22-kv circuit on Craft Highway, 
Krafton, Ala. The 22-kv line had _ been 
transferred to a new pole set approximately 
two feet from an old pole, on which was at- 
tached a 4-kyv feeder on steel double arms. 

Preparatory to installing permanent guys, 
Lineman Roland Newburn climbed the new 
pole and placed protective rubber over the 
4-kv feeder on the near side of the steel 
double arms. However, while reaching across 
the arms to install more rubber, his right 
elbow contacted the naked. 4-kv phase wire 
between two insulators on the 


steel arms. 


L. M. Smith 


assistance were awarded to F. 


A. POOLE, F. 


The noise of an are announced the acci- 
dent. Newburn hung in his belt momen- 
tarily. Then his hooks cut out of the pole, 
and he fell 25 feet to the ground. 

Other members of the crew rushed to as- 
sist Newburn, who was unconscious and not 
breathing. Lineman Chester Earl James im- 
mediately administered prone pressure arti- 
ficial respiration, and within two minutes 
the injured man _ regained consciousness. 
James stopped resuscitation but was cau- 
tioned by the victim to continue, and three 
or four minutes elapsed before Newburn 
could breathe unassisted. He was then re- 
moved by ambulance to a hospital where he 
was treated for severe burns on the right 
arm and leg. 

Chester Earl James received an 
Electric Institute Medal on May 31, 


Edison 
195%, 





j ) 
. (right), vice president and general manager, Alabama Power Co., pins the EEI Medal on the lapel 
of GLENN C. WALKER, who saved the life of a fellow worker, James R. Churchill (center, seated). Certificates of 


M. F. HOBBS (standing, left). 


CHESTER E. JAMES (left) receives his EEI Medal and Certifi- 
cate from F. C. Weiss, vice president in charge of engineering 
at a gathering attended by 400 fellow employees 
of the Alabama Power Co. 


at a barbecue and outing held to honor him 
and to celebrate the excellent safety record 
of Alabama Power’s Mobile division. Pre- 
sentation of the award was made by F. C. 
Weiss, vice president in charge of engi- 
neering and construction, at the gathering 
which was attended by 400 employees. A 
story on the presentation was featured in the 
June, 1951, issue of Powergrams, the com- 
pany magazine. 


GLENN CONNER WALKER, JR. 
Alabama Power Company 


Early on the morning of August 4, 1950, 
a line crew of the Alabama Power Co. was 
stringing a wire between Spring and Cherry 
Streets in Talladega, Ala. In order to place 
a rope over a crossarm, preparatory to pull- 


H. HAMMONDS (seated, left and right), WALTER BAKER, and 
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ing a wire over the arm, Groundman James 
R. Churchill climbed a pole without instruc- 
tions and contacted a phase wire with his 
left hand, while his right foot was on the 
neutral. 

Service Installer Harold Moore, on a 
nearby pole, noticed a whisp of smoke around 
Churchill’s head and became aware of the 
accident. After alerting other crew mem- 
bers, Moore descended and ran to a neigh- 
boring house to telephone a doctor. 

Lineman Glenn Conner Walker, Jr., who 
was three spans west of the scene of the 
accident, drove in the pickup truck to the 
pole where Churchill was suspended. By 
jerking a rope attached to Churchill’s belt, 
Walker freed the groundman from contact 
with the conductor, and climbed up under 
him to administer pole top resuscitation. 
Churchill, who was unconscious and not 
breathing, began to gasp after less than 
three minutes of treatment. 

Lineman M. F. Hobbs .and F. H. Ham- 
monds then fastened a rope to the “D” 
rings on Churchill's belt and lowered him to 
the ground while Walker continued resus- 
citation. 

Churchill was laid on a blanket and prone 
pressure artificial respiration was adminis- 
tered successively by Hobbs, Sub-Foreman 
Fred A. Poole, Hammonds, and Truck Driver 
Walter Baker. When Churchill’s breathing 
became stronger, he was removed in an 
ambulance under the care of two doctors. 
Resuscitation was continued on the way to 
the hospital, where it was subsequently found 
necessary to amputate Churchill’s left arm 
and right leg. 

Glenn Conner Walker, Jr., was presented 
the Edison Electric Institute Medal at a 
safety meeting held in the Talladega Dis- 
trict office on March 21, 1951. At the same 
time Certificates of Assistance were awarded 
to F. A. Poole, M. F. Hobbs, F. H. Ham- 
monds, and Walter Baker. Mr. Churchill 
was also present at the meeting. A story 
on the presentation was featured in the 
April, 1951, issue of Powergrams, published 
by the Alabama Power Co. 


BERT D. SHEPHERD 


Consumers Power Company 


On the morning of September 12, 1950, 
Maintenance Foreman Harold Lein and 
General Handyman Archie Cunningham, 


employees of the Fitzjohn Coach Co., Mus- 
kegon, Mich., were working in the company’s 
transformer enclosure. The two men were 
replacing two wooden cribs which are lo- 
cated above two tanks buried in the enclos- 
ure. The purpose of the cribs is to prevent 
sand from falling into the tanks, which have 
no connection with the electrical equipment 
in the yard. 

Cunningham was shoveling sand, with his 
back turned to Lein. In turning toward 
Cunningham, Lein apparently lost his bal- 
ance and received shock when he momen- 
tarily came in contact with the 7200-volt 
lead wire going into the transformer. Cun- 
ningham was alerted by the roar of an arc, 
which also summoned Bert D. Shepherd, 
Consumers Power primary meterman, who 
was in the primary meter house adjacent to 
the enclosure. 

Shepherd and Cunningham carried the in- 
jured- man out of the yard. Lein was un- 
conscious and not breathing, and Shepherd 
immediately administered prone pressure 
artificial respiration. While Cunningham ran 
to call an ambulance, Shepherd continued 
resuscitation. Eight minutes elapsed before 
Lein began to regain consciousness, and an- 
other two minutes passed before he was able 
to breathe unassisted. Upon arrival of the 
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BERT D. SHEPHERD of Consumers 
Power Co. displays his EEI Medal and 
Certificate presented to him for reviving 
a workman who had undergone shock. 


Lein was taken to a 

Bert D. Shepherd was given an EEI 
Medal at a Consumers Power, Muskegon 
division, safety award dinner held last May 
23. L. L. Booth, division manager, made the 
presentation. A news story covering the 
rescue was printed in the Sept. 12, 1950, 
edition of the Muskegon Chronicle. 


ambulance, hospital. 


PAUL CHASTAIN 
Georgia Power Company 


In the early afternoon of May 30, 1950, 
Electrician William T. Henderson and Ap- 


* 
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prentice Electrician Paul Chastain were pre- 
paring to spray paint a three-phase, 22/13- 
kv transformer in a Georgia Power Substa- 
tion near Union Point, Ga. The substation, 
which served the Rayle Electric Membership 
Corp., was located about 75 feet from a 
soil road and six miles from a paved high- 
way. 

Henderson had climbed a step ladder and 
was standing with his back against the neu- 
tral. He had not yet begun to paint when 
he raised his head too high and contacted 
the transformer lead, thereby sustaining a 
7560-volt shock. 

Chastain immediately kicked the ladder 
in order to free the victim from electrical 
contact, and Henderson fell to the ground. 
In kicking the ladder, Chastain himself re- 
ceived a slight shock. Henderson was un- 
conscious and not breathing, and his shirt 
was burning. After removing the shirt, 
Chastain positioned the injured man about 
three feet from the transformer and started 
applying prone pressure. 

There was no one to assist Chastain in 
the rescue, and it was necessary for him to 
continue resuscitation for 35 to 40 minutes 
before Henderson’ showed - signs of life. 
Henderson then quickly regained his ability 
to breathe unaided. 

Making the victim as comfortable as _ pos- 
sible, Chastain left him unattended for 10 
minutes in order to summon help. Within 
a half hour an ambulance arrived at the 
scene of the accident, and Henderson was 
taken to a hospital for treatment of severe 
burns and partial paralysis. 

Paul Chastain was given an Edison Elec- 
tric Institute Medal at an Athens division 
operating practice meeting held at the Power 
Club Camp, Gainesville, Ga.. on May 18, 
1951. The medal was presented by L. M. 
Shadgett, vice president and division man- 
ager, Georgia Power Co., before approxi- 
mately 125 company supervisors and em- 
ployees. 


ALTON R. CHAPMAN 
Florida Power Corporation 


In Clearwater, Fla., on the morning of 
August 17, 1950, a crew of the Florida 


PAUL CHASTAIN (right) accepts EEI Medal and Citation for successful resuscitation 
from L. M. Shadgett, vice president and division manager, Georgia Power Co. 
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Division Manager D. B. Aide (left), Florida Power Corp., awards 
EEI Medal to ALTON R. CHAPMAN for saving the life of a 


co-worker following a pole top 


Power Corp. installed a new pole and trans- 
former on Greenwood Ave. A line feeding 
the transformer was strung to an old pole 
but was not tied in with the existing 2300- 
volt circuit. This last phase of the opera- 
tion was begun after lunch. 

Apprentice Linemen Martin Meyers and 
John Smith climbed the old pole, preparing 
to connect the new primary. It was assumed 
that the circuit was dead, for the primary 
jumper on a dead end pole, one span dis- 
tant, had been opened. Both men were cov- 
ering lines with protective rubber when 
there was the roar of an arc and fire issued 
from the pole. 

Unknown to the two men, back feed from 


accident. 


a transformer through the secondary had 
energized the circuit. Meyers had touched 
the primary jumper with the back of his 
head and was still in contact with the live 
conductor. Smith, however, was unhurt. 

Lineman Alton R. Chapman, who was 
standing on the ground, climbed up under 
Meyers, while Smith, positioned above the 
injured man, cut the neutral on either side 
of the pole. Meyers, who was unconscious 
and not breathing, then collapsed in his belt 
and fell free of the jumper. Chapman cut 
the primary and began administering pole 
top resuscitation. 

Groundmen George M. Manos and Wil- 
mon D. Frierson sent a bull line up to Smith, 
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CHESTER H. HARDIN (right) receives EEI Medal and Cer- 
tificate from J. O. Henkel, vice president and director of personnel 
and safety, Alabama Power Co. 


who tied it under Meyers’ arms. The victim 
was gasping at regular intervals, and Chap- 
man stopped resuscitation. Lineman LeRoy 
D. Peterson climbed halfway up the pole 
and helped other crew members 
Meyers to the ground. 

Line Foreman C. M. Turner and Tem- 
porary Truck Driver Thomas E. Mitchell 
placed the injured man on blankets which 
Groundman John E. Aide had secured from 
a neighboring house. Though breathing, 
Meyers was still unconscious, and Turner 
administered prone pressure until the ar- 
rival of an ambulance. Meyers’ severe 


lower 


burns necessitated the amputation of his left 
leg. 





Presentation of EEI Medal and Certificate to CLIFTON GUERRY (second from left) was made by S. C. McMeekin, president of South 


a 


Carolina Electric and Gas Co. J. B. SWYGERT (left), who received a Certificate of Assistance, and T. D. Busby (right), vice president 


of the company, watch the ceremony. 
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Alton R. Chapman received an EEI Medal 
at Florida Power’s annual safety dinner held 
last January. At the same time, John E. 
Aide, Carl Barlow, Wilmon D. Frierson, 
George M. Manos, Thomas E. Mitchell, Le- 
Roy D. Peterson, John A. Smith, and C. M. 
Turner were awarded Certificates of As- 
sistance. The presentations were made by 
Dan B. Aide, Clearwater division manager. 
Accounts of the rescue and presentations 
appeared in the Feb. 4, 1951, edition of the 
Clearwater Sun and the February, 1951, edi- 
tion of Power Lines, the company newspaper. 


CHESTER HANSEL HARDIN 
Alabama Power Company 


On the morning of Sept. 20, 1950, an Ala- 
bama Power Co. crew strung in three spans 
of primary wires in Jasper, Ala. Shortly 
before noon, Lineman Gordon Morton 
climbed a junction pole and proceeded to 
install new jumpers. He had just energized 
the field wire jumper when the crew fore- 
man, noticing that Morton was in a haz- 
ardous position, cautioned him to be care- 
ful of the live conductor. 

Less than two minutes after this warn- 
ing, Morton in some manner contacted the 
jumper with the back of his neck and sus- 
tained shock. He remained in contact with 
the wire until his knees buckled and he fell 
back into his belt. 

Lineman Chester Hansel Hardin was 
standing at the base of the pole when the 


accident occurred, and he immediately 
climbed up under Morton, who was not 
breathing. Cutting the jumper, Hardin 


moved the unconscious man into position for 
pole top resuscitation. Morton began to 
show signs of life after four or five com- 
pressions, but it was necessary for Hardin 
to continue resuscitation while other mem- 
bers of the crew rigged blocks and lowered 
the victim to the ground. 

Within 10 minutes after treatment was be- 
gun, Morton was able to breathe normally. 
He was given first aid by a doctor, who 
had been summoned by radio, and was then 
taken in an ambulance to a hospital. Se- 
vere burns received by Morton necessitated 
the amputation of his left leg. 

Chester Hansel Hardin received an Edi- 
son Electric Institute Medal at the April, 
1951, safety meeting of Jasper district em- 
ployees. The medal was presented by J. O. 
Henkel, vice president and director of per- 
sonnel and safety, Alabama Power Co. Mr. 
Morton and his wife attended the ceremony. 
A feature on the presentation was carried 
in the May, 1951, issue of Powergrams, the 
company magazine. 


CLIFTON GUERRY 
South Carolina Electric @ Gas Company 

In Columbia, S. C., on the morning of 
Jan. 24, 1950, a crew of the South Carolina 
Electric & Gas Co. was engaged in balanc- 
ing the load on a three-phase, 4800-volt 
primary by changing transformer connec- 
tions from one phase to another. Lineman 
James W. Hobbs had ascended the pole on 
which the transformer was located and was 
preparing to complete the work. 

Standing between two phase wires on the 
lower buck arm, he reached over the middle 
phase wire and cut the outside tap primary. 
While he was disconnecting a piece of wire 
left around the tap, an are was heard, and 
Hobbs slumped over the middle phase wire, 
the inside of his right arm resting against 
the live conductor. 

Lineman Clifton Guerry climbed the pole 
and cut the 4800-volt primary, thus freeing 
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HE arm-chair economists are at 

it again—the boys of the “hot- 
stove” league who always have the 
answer. Once again the target is the 
American Business System—and the 
crime, it seems, is the ability of that 
System to make enough profit to keep 
this country out of industrial red 
keep our people working and living in 





the style they are accustomed to—and 
keep this country growing and im- 
proving and progressing. 

Underneath it all, of course, is the 
somewhat time-worn ideological cru- 
sade to “spread the wealth.” 

Let’s do a little analyzing, just as 
average Americans, using just average 
common sense. 

Let’s suppose that we take all the 
profit—all the net profit of American 
Business for 1948, after the millions 
upon millions of taxes were paid. 

The figure is about 20 billions. 9% 
of the total national income of 220 
billions. A lower percentage than in 
the boom year of 1929. A lower per- 
centage than in the high production 
year of 1941. 

But let’s take al] the net profit— 
the whole 20 billions—and distribute 
it in equal shares among the 142 
million people in our country. Let’s 
give ever\ woman and child 
$140.85. That’s what it amounts to. 


man, 


Then let’s cancel all the programs 
of expansion and rehabilitation of 
U. S. railroads—programs due to cost 
hundreds of millions. And let’s strug- 
gle along with what we have. 

Let’s quit investing a hundred mil- 
lion dollars to bring out one brilliant, 





WOULD YOU sell your 
country’s future for $140.85? 


better, faster, more luxurious line of 
automobiles—and go on, year after 
year, driving the same old cars. 

Let’s scrap the expansion program 
of the oil industry, a program sched- 
uled to cost billions, and quit worry- 
ing about gas for our automobiles and 
oil to heat our homes. 

And let’s quit paying dividends to 
the 5 million shareholders in Ameri- 
can Business, you who have invested 
your savings and expect a fair return 
for your money. 

Exaggeration you say? Not at all. 
It’s just plain, simple arithmetic. 

In 1948—U. S. Business put 19 
billion dollars into plant, industrial, 
farm and mining improvement. 

For what? To strengthen the guar- 
antee that this country will remain 
in its coveted position of world in- 
dustrial leadership. To make profits 
enough to protect the U. S. worker 
and his job. To keep business on a 
solid, safe, sound base—and reduce 
the risk of future recession and loss. 

Is that what you want for your 
country’s future and your future? Or 
will you sell out for $140.85—and 
stop progress ? 

Think over this loose talk about 
profits. Think it over seriously! 

If you want this country thrown 
on the wreckage pile of other countries 
—the quickest way to do it is to 
throttle profits—the legitimate driv- 
ing force back of our progress—the 
progress of every last one of us! 





_Reprinted from the August, 1951, issue of 
Seruscegraph, published by the Kansas Gas and 
Electric Co. 








Hobbs from electrical contact. Hobbs, who 
weighed 230 pounds, was not breathing, and 
he fell against Guerry in such a manner 
that Guerry could not resuscitate him. By 
means of a ladder Foreman H. J. Cook 
then climbed up under the victim and helped 
move him so that Guerry could apply pole 
top resuscitation. Hobbs showed ; 
life after three or four minutes elapsed, but 
treatment had to be continued for 30 more 
minutes before he could breathe unassisted. 

In answer to a radio call for help, sev- 
eral trucks with company personnel arrived 
at the scene of the accident. A truck with 
a tower ladder was driven into position to 
lower the victim. Guerry became exhausted 
supporting Hobbs and was relieved by Line- 
man J. B. Swygert, who continued resuscita- 
tion. When Guerry came down from the 
pole, he collapsed from fatigue. 


signs of 


Forty minutes after the accident occurred, 
with Swygert still continuing resuscitation, 
the herculean task of removing Hobbs from 
the pole was completed. Under the care of 
two doctors, the victim was then taken in an 
ambulance to a hospital, where he subse- 
quently sustained the loss of his right arm. 
Failure to use protective rubber was the 
cause of the accident. 

Clifton Guerry was awarded the Edison 
Electric Institute Medal, and J. B. Swygert 
a Certificate of Assistance in a ceremony 
held at the South Carolina Electric & Gas 
Co.’s general offices last February. The 
presentations were made by S. C. McMeek- 
in, president of the company. An account 
of the rescue and the presentations was car- 
ried in the Feb. 20, 1951, edition of the 
Columbia Record. 
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Personnel of E. E. I. Committees 


for 1951-1952 


Appointments to the Edison Electric Institute Committees for the Administrative Year 
1951-1952 have been announced by George M. Gadsby, President of the Institute. 
Personnel of the Committees are listed on the following pages. 





ACCOUNTING DIVISION 
EXECUTIVE COMMITTEE 


Chairman, R. H. Smitru, The Cleve- 
land Electric Illuminating Co., Cleve- 
land, Ohio. 

Vice Chairman, E. L. Cassapy, Indian- 
apolis Power & Light Co., Indian- 
apolis, Ind. 

\. J. AmproseE, Stone & Webster Ser- 
vice Corp., New York, N. Y. 

E. J. ARMBRUSTER, New Orleans Public 
Service Inc., New Orleans, La. 

H. W. Boozer, Georgia Power Co., 
Atlanta, Ga. 

O. K. Boyp, Consolidated Gas Electric 
Light and Power Co. of Baltimore, 
Baltimore, Md. 

G. J. Bretrr, Niagara Mohawk Power 
Corp., Syracuse, N. Y. 

C. L. Carr, Potomac Electric Power 
Co., Washington, D. C. 

L. F. CHameers, Northern States 
Power Co., Minneapolis, Minn. 

F. W. Cooper, Public Service Electric 
and Gas Co., Newark, N. J. 

L. W. CouGHLAN, Pacific Gas and 
Electric Co., San Francisco, Calif. 

A. E. Craic, American Gas and Elec- 
tric Service Corp., New York, N. Y. 

R. B. Curran, The Hartford Electric 
Light Co., Hartford, Conn. 

C. E. Esie, Consolidated Edison Co. of 
N. Y., Inc., New York, N. Y. 

J. C. Faris, Union Electric Co. of 
Missouri, St. Louis, Mo. 

H. C. Freck, New York State Electric 
& Gas Corp., Ithaca, N. Y. 

F. J. From, The Detroit Edison Co., 
Detroit, Mich. 

W.T. Hamitton, The Cleveland Elec- 
tric Illuminating Co., Cleveland, 
Ohio. 

C. T. Harmon, Duquesne Light Co., 
Pittsburgh, Pa. 

R. P. KAgssHAEFER, The West Penn 
Electric Co. (Inc.), New York, N. Y. 

E. D. Kine, The Detroit Edison Co., 
Detroit, Mich. 

H. §. Kixc, Commonwealth Services 
Inc., New York, N. Y. 


ACCOUNTING DIVISION 


L. M. La Porte, Wisconsin Electric 
Power Co., Milwaukee, Wis. 

R. F. LINEHAN, Pioneer Service & En- 
gineering Co., Chicago, IIl. 

G. T. Locan, Philadelphia Electric Co., 
Philadelphia, Pa. 

F. H. Mark ey, Pennsylvania Power 
& Light Co., Allentown, Pa. 

J. F. McCanon, Philadelphia Electric 
Co., Philadelphia, Pa. 

C. E. PicH ier, Southern California 
Edison Co., Los Angeles, Calif. 

F. J. Porter, Jr., Consolidated Edison 
Co. of N. Y., Inc., New York, N. Y. 

E. G. Prentice, NEGEA Service 
Corp., Cambridge, Mass. 

NEILL RicHarps, Kansas Gas and Elec- 
tric Co., Wichita, Kan. 

H. H. Scarr, Ebasco Services Inc., 
New York, N. Y. 

A. H. Scuetrier, Union Electric Co. 
of Missouri, St. Louis, Mo. 

L. F. ScHoitiey, The Cleveland Elec- 
tric Illuminating Co., Cleveland, 
Ohio. 

A. P. THompson, Iowa Power and 
Light Co., Des Moines, Iowa. 

R. B. Turpin, Central Illinois Public 
Service Co., Springfield, Ill. 

W. D. Virtue, Public Service Co. of 
Colorado, Denver, Colo. 

M. J. Wausu, Consolidated Edison Co. 
of N. Y., Inc., New York, N. Y. 

P. R. Wituiams, Virginia Electric and 
Power Co., Richmond, Va. 

A. Royat Woop, The United Illumi- 
nating Co., New Haven, Conn. 


APPLICATION OF 
ACCOUNTING PRINCIPLES 
COMMITTEE 
Chairman, H. H. Scarr, Ebasco Ser- 

vices Inc., New York, N. Y. 

Vice Chairman, H. S. Ktxc, Common- 
wealth 
N. Y. 

R. P. KAESSHAEFER, The West Penn 
Electric Co. (Inc.), New York, N. Y. 


Services Inc., New York, 





A. G. Mitcue i, Philadelphia Electric 
Co., Philadelphia, Pa. 

E. E. Roizt, The Detroit Edison Co., 
Detroit, Mich. 

H. P. Taytor, Wisconsin Public Ser- 
vice Corp., Milwaukee, Wis. 

E. Toper, Consolidated Telegraph & 
Electrical Subway Co., New York, 
N.Y. 


CUSTOMER ACTIVITIES 
Coordinator, J. C. Faris, Union Electric 
Co. of Missouri, St. Louis, Mo. 


CUSTOMER ACCOUNTING 
COMMITTEE 

Chairman, M. J. Wats, Consolidated 
Edison Co. of N. Y., Inc., New York, 
N. Y. 

Vice Chairman, R. A. Krauss, The 
Cleveland Electric Illuminating Co., 
Cleveland, Ohio. 

W. F. AMMaANnN, The Toledo Edison 
Co., Toledo, Ohio. 

P. J. BRAHENEY, Northern States 
Power Co., Minneapolis, Minn. 

H. C. Butiion, The Detroit Edison 
Co., Detroit, Mich. 

S. A. Cote, New York State Electric 
& Gas Corp., Ithaca, N. Y. 

J. F. Comerorp, Philadelphia Electric 
Co., Philadelphia, Pa. 

E. R. Epervie, Public Service Electric 
and Gas Co., Newark, N. J. 

J. D. Evtiorr, The Detroit Edison Co., 
Detroit, Mich. 

J. M. Gaseue, South Carolina Electric 
& Gas Co., Columbia, S. C. 

A. E. GertauGH, The Dayton Power 
and Light Co., Dayton, Ohio. 

W. W. Hatt, Ebasco Services Inc., 
New York, N. Y. 

J. R. Heery, The United Illuminating 
Co., New Haven, Conn. 

G. F. Hicetns, The Detroit Edison Co., 
Detroit, Mich. 

J. O. Hitt, New England Power Ser- 
vice Co., Boston, Mass. 

W. A. Hitt, Delaware Power & Light 
Co., Wilmington, Del. 
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M. M. Itcn, Idaho Power Co., Boise, 
Idaho. 

O. W. Jackson, Potomac Electric 
Power Co., Washington, D. C. 

R. O. Jackson, Stone & Webster Ser- 
vice Corp., New York, N. Y. 

C. L. Kasten, Pacific Gas and Electric 
Co., San Francisco, Calif. 

W. A. KELLy, Consolidated Gas Elec- 
tric Light and Power Co. of Balti- 
more, Baltimore, Md. 

C. B. Kutt, Central Illinois Public 
Service Co., Mattoon, III. 

J. C. Lucusincer, The Cincinnati Gas 
& Electric Co., Cincinnati, Ohio. 

E. H. Martinson, Ebasco Services 
Inc., New York, N. Y. 

R. B. McCrorey, Georgia Power Co., 
Atlanta, Ga. 

D. A. McCuttoucu, Kentucky Utili- 
ties Co., Lexington, Ky. 

J. T. McKay, New Orleans Public 
Service Inc., New Orleans, La. 

F. G. Moon, Public Service Co. of 
Colorado, Denver, Colo. 

A. G. NEUMANN, Wisconsin Electric 
Power Co., Milwaukee, Wis. 

Watter Ort, The Cincinnati Gas & 
Electric Co., Cincinnati, Ohio. 

W. M. PENFIELD, Public Service Elec- 
tric and Gas Co., Newark, N. J. 

L. F. Perersen, Dallas Power & Light 
Co., Dallas, Texas. 

F. W. PuEtps, Union Electric Co. of 
Missouri, St. Louis, Mo. 

J. J. Prokop, Wisconsin Power and 
Light Co., Madison, Wis. 

L. R. Quap, Public Service Electric 
and Gas Co., Newark, N. J. 

C. E. Reirzer, Duquesne Light Co., 
Pittsburgh, Pa. 

R. T. ScuHatz, The Washington Water 
Power Co., Spokane, Wash. 

A. W. ScumitTT, Iowa Power and Light 
Co., Des Moines, Iowa. 

R. G. ScHNEIDER, Virginia Electric and 
Power Co., Richmond, Va. 

H. F. Scuuster, The Kansas Power 
and Light Co., Topeka, Kan. 

W. R. Sewet, Rochester Gas and Elec- 
tric Corp., Rochester, N. Y. 

C. T. SHERBONDY, Central Illinois Elec- 
tric and Gas Co., Rockford, Ill. 

F. E. Smit, Boston Edison Co., Bos- 
ton, Mass. 

GERALD SPECKHARD, Consumers Power 
Co., Jackson, Mich. 

J. C. Stewart, Stone & Webster Ser- 
vice Corp., New York, N. Y. 

J. D. StreTENROTH, Mississippi Power 
& Light Co., Jackson, Miss. 

A. C. Vence, Atlantic City Electric 
Co., Atlantic City, N. J. 
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C. J. WarbDELL, Commonwealth Ser- 
vices Inc., New York, N. Y. 

W. H. Wartersury, American Gas and 
Electric Service Corp., New York, 
i ee 

J. A. WituiaMs, Niagara Mohawk 
Power Corp., Syracuse, N. Y. 

A. B. Witson, Georgia Power Co., 
Atlanta, Ga. 

M. F. Younc, The Connecticut Light 
& Power Co., Hartford, Conn. 


CUSTOMER COLLECTIONS 
COMMITTEE 
Chairman, F. J. From, The 
Edison Co., Detroit, Mich. 
Vice Chairman, D. M. ARNOLD, Penn- 
sylvania Power Co., New Castle, Pa. 
E. E. Ciark, Kentucky Utilities Co., 
Inc., Lexington, Ky. 
A. L. Cope, Southern California Edison 
Co., Los Angeles, Calif. 
T. F. Conway, Philadelphia Electric 
Co., Philadelphia, Pa. 
T. C. EickMeyer, The Dayton Power 
and Light Co., Dayton, Ohio. 
Otis GERKE, Wisconsin Power and 
Light Co., Madison, Wis. 
L. J. Hamirton, Consumers 
Co., Jackson, Mich. 

J. P. HENNEssy, 
Boston, Mass. 
H. B. Heuser, Indianapolis Power & 

Light Co., Indianapolis, Ind. 


Detroit 


Power 


Boston Edison em 


J. E. Hevrox, New Orleans Public 
Service Inc., New Orleans, La. 
A. F. Huser, Indiana & Michigan 


Electric Co., South Bend, Ind. 

M. M. Itcu, Idaho Power Co., Boise, 
Idaho. 

E. P. Knapp, Potomac Electric Power 
Co., Washington, D. C. 

J. L. Kostenspauper, Luzerne County 
Gas and Electric Corp., Kingston, 
Pa. 

H. Mann, Utah Power & Light Co., 
Salt Lake City, Utah. 

A. Mayer, Consolidated Edison Co. of 
N. Y., Inc., New York, N. Y. 

F. U. Naytor, Pacific Gas and Elec- 
tric Co., San Francisco, Calif. 

L. J. Raun, Consolidated Gas Elec- 
tric Light and Power Co. of Balti- 
more, Baltimore, Md. 

R. T. ScHatz, The Washington Water 
Power Co., Spokane, Wash. 
H. F. Schuster, The Kansas 
and Light Co., Topeka, Kan. 
E. A. SHEEHAN, The Cincinnati Gas 
& Electric Co., Cincinnati, Ohio. 

J. D. StreTENRoTH, Mississippi Power 
& Light Co., Jackson, Miss. 


Power 
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W. E. Travis, The Cleveland Electric 
Illuminating Co., Cleveland, Ohio. 
A. C. VeEnce, Atlantic City Electric 

Co., Atlantic City, N. J. 
G. A. Witson, Public Service Electric 
and Gas Co., Newark, N. J. 


CUSTOMER RELATIONS 
COMMITTEE 

G. PrentTicE, NEGEA 
Service Corp., Cambridge, Mass. 

Vice Chairman, C. J. BERNER, Wiscon- 
sin Electric Power Co., Milwaukee, 
Wis. 

K. K. ALLison, Consumers Power Co., 
Battle Creek, Mich. 

K. V. ArNoLpD, Columbus and Southern 
Ohio Electric Co., Columbus, Ohio. 

J. M. C. Betrrs, The United Illuminat- 
ing Co., New Haven, Conn. 

A. R. Bratten, Staten Island Edison 
Corp., Staten Island, N. Y. 

H. V. Bussy, Southern California Edi- 
son Co., Los Angeles, Calif. 

S. A. Corte, New York State Electric 
& Gas Corp., Ithaca, N. Y. 

R. D. Davis, The Ohio Power Co., 
Newark, Ohio. 

J. F. EHLeEN, Central Illinois Light Co., 
Peoria, Ill. 

W. H. Fercuson, Duquesne Light Co., 
Pittsburgh, Pa. 

H.R. FLANEGAN, Philadelphia Electric 
Co., Philadelphia, Pa. 

KIMBALL Jack, The Washington 
Water Power Co., Spokane, Wash. 
M. G. Kennepy, Ebasco Services Inc., 

New York, N. Y. 
C. E. Lewis, Kansas City Power & 
Light Co., Kansas City, Mo. 

J. R. Mauer, The Connecticut Light 
& Power Co., Waterbury, Conn. 
H. F. Martin, Long Island Lighting 

Co., Mineola, N. Y. 
B. J. McMiI ven, The Cincinnati Gas 
& Electric Co., Cincinnati, Ohio. 
W. S. Meyers, Atlantic City Electric 
Co., Atlantic City, N. J. 

L. F. Petersen, Dallas Power & Light 
Co., Dallas, Texas. 

T. J. Pererson, The Detroit Edison 
oye Detroit, Mich. 

F. B. Rankin, Public Service Co. of 
Colorado, Denver, Colo. 

GLENN Ray, Indianapolis Power & 
Light Co., Indianapolis, Ind. 

H. M. ScHELDEN, Pennsylvania Power 
& Light Co., Harrisburg, Pa. 

H. F. Scuuster, The Kansas Power 
and Light Co., Topeka, Kan. 

G. E. Smiru, Consolidated Edison Co. 
of N. Y., Inc., New York, N. Y. 


Chairman, E. 
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G. L. Stanton, Idaho Power Co., 
Boise, Idaho. 
H. E. Sterner, Niagara Mohawk 


Power Corp., Syracuse, N. Y. 

Louis STOECKER, Public Service Elec- 
tric and Gas Co., Newark, N. J. 

W. E. Sturm, West Penn Power Co., 
Pittsburgh, Pa. 

L. M. Taytor, Mississippi Power & 
Light Co., Jackson, Miss. 

R. B. Trirron, The Cleveland Electric 
Illuminating Co., Cleveland, Ohio. 
O. R. WiLiiAMson, Kentucky Utilities 

Co., Inc., Lexington, Ky. 


DEPRECIATION 
COMMITTEE 


Chairman, G. T. LoGan, Philadelphia 
Electric Co., Philadelphia, Pa. 

Vice Chairman, C. N. Rice, Jr., North- 
ern States Power Co., Minneapolis, 
Minn. 

Atex. E. BAUHAN, Public Service Elec- 
tric and Gas Co., Newark, N. J. 

J. F. BRENNAN, Pacific Gas and Elec- 
tric Co., San Francisco, Calif. 

F. W. Brooks, The Cleveland Electric 
Illuminating Co., Cleveland, Ohio. 
W. H. Caunrt, Jr., Public Service Elec- 

tric and Gas Co., Newark, N. J. 

C. T. Dwicut, The Hartford Electric 
Light Co., Hartford, Conn. 

Frep Eckstetn, New Orleans Public 
Service Inc., New Orleans, La. 

S. L. Fercuson, The Detroit Edison 
Co., Detroit, Mich. 

W. J. Foster, Jr., New York State 
Electric & Gas Corp., Ithaca, N. Y. 

A. L. Freup, Ebasco Services Inc., New 
York, N.. ¥. 

M. J. Gonzaez, Consolidated Edison 
Co. of N. Y., Inc., New York, N. Y. 

Donatp GuNN, Pennsylvania Water 
& Power Co., Baltimore, Md. 

J. W. Hummer, Iowa Power 
Light Co., Des Moines, Iowa. 

P. H. Jeynes, Public Service Electric 
and Gas Co., Newark, N. J. 

R. P. KAESSHAEFER, The West Penn 
Electric Co. (Inc)., New York, 
N. Y. 

H. W. Keer, The Cincinnati Gas 
& Electric Co., Cincinnati, Ohio. 

A. H. Kuun, Pioneer Service & En- 
gineering Co., Chicago, III. 

BARNARD Morse, Southern California 
Edison Co., Los Angeles, Calif. 

H. E. Mortimer, Gulf States Utilities 
Co., Beaumont, Texas. 


and 
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V. A. Mutrorp, American Gas and 
Electric Service Corp., New York, 
N.Y, 

S. S. Newcoms, The United I]luminat- 
ing Co., New Haven, Conn. 

J. J. Rettiy, Ebasco Services Inc., New 
York, N. Y. 

O. E. Smirn, Consolidated Gas Electric 
Light and Power Co. of Baltimore, 
Baltimore, Md. 

H. R. Wuiron, Virginia Electric and 
Power Co., Richmond, Va. 

L. E. Wortey, Southern Services, Inc., 
Birmingham, Ala. 


GENERAL ACCOUNTING 
COMMITTEE 


Chairman, H. W. Boozer, Georgia 
Power Co., Atlanta, Ga. 

Vice FRANK FREER, JR., 
Public Service Electric and Gas Co., 
Newark, N. J. 

N. J. Amsrose, Stone & Webster Ser- 
vice Corp., New York, N. Y. 

E. J. ArmBRusTER, New Orleans Pub- 
lic Service Inc., New Orleans, La. 
T. P. Boorn, Long Island Lighting Co., 

Mineola, N. Y. 

O. K. Boyp, Consolidated Gas Electric 
Light and Power Co. of Baltimore, 
Baltimore, Md. 

Otto BRUNENMEISTER, JR., Ohio Ed- 
ison Co., Akron, Ohio. 

A. L. Burcess, Northern States Power 
Co., Minneapolis, Minn. 

R. B. Carpenter, Carolina Power & 
Light Co., Raleigh, N. C. 

J. V. Creary, Consolidated Edison Co. 
of N. Y., Inc., New York, N. Y. 

J. V. Cottey, The Dayton Power and 
Light Co., Dayton, Ohio. 

M. J. Doan, The Cincinnati Gas & 
Electric Co., Cincinnati, Ohio. 

C. T. Dwicut, The Hartford Electric 
Light Co., Hartford, Conn. 

J. F. Fartey, New York State Electric 
& Gas Corp., Ithaca, N. Y. 

P. H. Gapspen, Jr., Philadelphia Elec- 
tric Co., Philadelphia, Pa. 

C. A. Goranson, The Connecticut 
Light & Power Co., Hartford, Conn. 

C. R. Griswotp, The United Illumi- 
nating Co., New Haven, Conn. 

A. W. Hatcu, Ebasco Services Inc., 
New York, N. Y. 

E. H. HecMANnN, Duquesne Light Co., 
Pittsburgh, Pa. 

R. W. Hose, Atlantic City Electric 
Co., Atlantic City, N. J. 


Chairman, 
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Harry Jerrs, Long Island Lighting 
Co., Mineola, N. Y. 

G. F. Jonrs, Potomac Electric Power 
Co., Washington, D. C. 

ALLEN Kenyon, The West Penn Elec- 
tric Co. (Inc.), New York, N. Y. 
J. W. Kiuserc, Consumers Power Co., 

Jackson, Mich. 

F. J. Lapanca, New Orleans Public 
Service Inc., New Orleans, La. 

L. M. LaPorte, Wisconsin Electric 
Power Co., Milwaukee, Wis. 

R. QO. Lixvitte, Kansas City Power 
& Light Co., Kansas City, Mo. 

J. W. Macktz, Delaware Power & 
Light Co., Wilmington, Del. 

J. H. MeclIsaac, The Detroit Edison 
Co., Detroit, Mich. 
A. C. McMEnNIMEN, 
Co., Boston, Mass. 
C. F. Mixts, Philadelphia Electric Co., 

Philadelphia, Pa. 

H. A. MitcHe tt, Public Service Co. 
of Colorado, Denver, Colo. 

J. V. MircHeE Lt, Virginia Electric and 
Power Co., Richmond, Va. 

H. W. Nicuots, Rochester Gas and 
Electric Corp., Rochester, N. Y. 

J. P. O’Brien, The Cincinnati Gas & 
Electric Co., Cincinnati, Ohio. 

E. J. O’NEIL1, Consolidated Edison Co. 
of N. Y., Inc., New York, N. Y. 

S. D. Pirzer, Central Illinois Public 
Service Co., Springfield, Ill. 

R. J. PLourpe, The Detroit Edison Co., 
Detroit, Mich. 

J. H. Rocers, Idaho Power Co., Boise, 
Idaho. 

FE. E. Roti, The Detroit Edison Co., 
Detroit, Mich. 

T. R. Sautm, Pacific Gas and Electric 
Co., San Francisco, Calif. 

J. B. Scumip, Long Island Lighting 
Co., Mineola, N. Y. 

A. R. St. Bernarp, The Cleveland 
Electric Illuminating Co., Cleveland, 
Ohio. 

E. C. SumMers, Monongahela Power 
Co., Fairmont, W. Va. 

E. Toper, Consolidated Telegraph & 
Electrical Subway Co., New York, 
nN. ¥. 

C. P. Van Dyke, Iowa-Illinois Gas 
and Electric Co., Davenport, Iowa. 
L. C. WELLENSTEIN, Northern States 

Power Co., Minneapolis, Minn. 

R. D. Wuire, Union Electric Co. of 
Missouri, St. Louis, Mo. 

R. B. Wittiams, The Toledo Edison 
Co., Toledo, Ohio. 

G. R. WokEHLER, Southern Indiana Gas 
and Electric Co., Evansville, Ind. 


Boston Edison 








VPage 310 


INTERNAL AUDITING 
COMMITTEE 
Chairman, W. ‘T. Hamitton, ‘The 
Cleveland Electric Illuminating Co., 

Cleveland, Ohio. 

Vice Chairman, A. 1. Russak, The Cin- 
cinnati Gas & Electric Co., Cincin- 
nati, Ohio. 

A. L. ApAMs, Monongahela Power Co., 
Fairmont, W. Va. 

F. E. Arxinson, Arkansas- Missouri 
Power Co., Blytheville, Ark. 

G. G. BecHer, The Dayton Power and 
Light Co., Dayton, Ohio. 

W. F. Bene, Boston Edison Co., Bos- 
ton, Mass. 

R. F. Botpinc, Oklahoma Gas and 
Electric Co., Oklahoma City, Okla. 
C. B. BrapsHaw, Southern California 

Edison Co., Los Angeles, Calif. 

L. D. Bruit, Florida Power Corp., 
St. Petersburg, Fla. 

A. L. Burcess, Northern States Power 
Co., Minneapolis, Minn. 

J. J. Cooke, New Orleans Public Serv- 
ice Inc., New Orleans, La. 

R. R. Darner, Northwestern Public 
Service Co., Huron, $. D. 

Biron Gawnser, Philadelphia Electric 
Co., Philadelphia, Pa. 

A. J. Grecory, Wisconsin 
Power Co., Milwaukee, Wis. 

N. L. Kexnepy, Central Illinois Elec- 
tric and Gas Co., Rockford, Il. 

G. A. Lee, Potomac Electric Power 
Co., Washington, D. C. 

R. L. Meyer, lowa Power and Light 
Co., Des Moines, lowa. 

J. C. Meyers, Union Electric Co. of 
Missouri, St. Louis, Mo. 


Elect ric 


R. J. Morris, Columbus and Southern 
Ohio Electric Co., Columbus, Ohio. 

C. J. NicHots, Consolidated Gas Elec- 
tric Light and Power Co. of Balti- 
more, Baltimore, Md. 

S. E. Santos, New York State Electric 
& Gas Corp., Ithaca, N. Y. 

J. B. Scuip, Long Island Lighting 
Co., Mineola, N.Y. 

H. R. Symes, The Detroit Edison Co., 
Detroit, Mich. 

R. E. Tare, Kansas Gas and Electric 
Co., Wichita, Kan. 


PLANT ACCOUNTING AND 


RECORDS COMMITTEE 


Chairman, E. D. Kinc, The Detroit 
Edison Co., Detroit, Mich. 
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Vice Chairman, C. W. KELsEyY, New 
York State Electric & Gas Corp., 
Ithaca, N.Y. 

D. J. BeEAupet, Pacific Gas and Elec- 
tric Co., San Francisco, Calif. 

J. M. C. Berrs, The United Illumi- 
nating Co., New Haven, Conn. 

S. H. Capy, Rochester Gas and Elec- 
tric Corp., Rochester, N. Y. 

A. L. Davies, West Penn Power Co., 
Pittsburgh, Pa. 

F. E. Drapatik, Union Electric Co. of 
Missouri, St. Louis, Mo. 

H. G. Eiters, Vhe Cincinnati Gas & 
Electric Co., Cincinnati, Ohio. 

W. H. Girrorp, Potomac Electric 
Power Co., Washington, D. C. 


JouHnN Hanna, Public Service Electric 


and Gas Co., Newark, N. J. 

C. G. Harkins, Northern States Power 
Co., Minneapolis, Minn. 

A. C. Herron, Florida Power Corp., 
St. Petersburg, Fla. 

N. C. KusHNER, Consolidated Edison 
Co. of N. Y., Inc., New York, N. Y. 

J. P. Licctarpr, New Orleans Public 
Service Inc., New Orleans, La. 

R. O. Linvit_e, Kansas City Power 
& Light Co., Kansas City, Mo. 

A. A. LipscHutz, Philadelphia Electric 
Co., Philadelphia, Pa. 

J. W. Macktr, Delaware Power & 
Light Co., Wilmington, Del. 

A. tk MecNutty, Boston Edison Co., 
Boston, Mass. 

Ke. F. Mutter, Ebasco Services Ince., 
New York, N. Y. 

L. W. Ropinson, Consumers Power 
Ca:, Jackson, Mich. 

M. B. Rometser, Niagara Mohawk 
Power Corp., Buffalo, N. Y. 

Kk. W. Ross, Pennsylvania Power & 
Light Co., Allentown, Pa. 

M. L. RuGress, Southern California 
Edison Co., Los Angeles, Calif. 

H. J. Rusrap, Duquesne Light Co., 
Pittsburgh, Pa. 

T. E. Skeet, The Cleveland Electric 
Illuminating Co., Cleveland, Ohio. 


I. C. SumMeErs, Monongahela Power 


Co., Fairmont, W. Va. 
J. L. Sunpay, Philadelphia Electric 
Co., Philadelphia, Pa. 


ID. L. Werzer, Pennsylvania Water 


& Power Co., Baltimore, Md. 


TAXATION ACCOUNTING 
COMMITTEE 


Chairman, L. F. ScHOLLEY, The Cleve- 
land Electric 
Cleveland, Ohio. 


Vice Chairman, S. J. Scum, ‘The 
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Dayton Power and Light Co., Day- 
ton, Ohio. 

W.S. Att, Union Electric Co. of Mis- 
souri, St. Louis, Mo. 

J. W. Baer, Consolidated Edison Co. 
of N. Y., Inc., New York, N. Y. 
J. F. Brennan, Philadelphia Electric 

Co., Philadelphia, Pa. 

G. H. BrocKELBANK, The West Penn 
Electric Co. (Inc.), New York, 
N.Y 

H. B. Darpen, Monongahela Power 
Co., Fairmont, W. Va. 

H. G. DERNBERGER, American Gas and 
Electric Service Corp., New York, 
i ie & 

R. MM. Dopps, Ebasco Services Ince., 
New York, N. Y. 

MI. R. Ferrer, Southern Services, Inc., 
Birmingham, Ala. 

T. J. FLANAGAN, New England Power 
Service Co., Boston, Mass. 

C. E. Gieason, Rochester Gas and 
Electric Corp., Rochester, N. Y. 
W. E. Gray, Kentucky Utilities Co., 

Inc., Lexington, Ky. 

J. M. Harkins, Duquesne Light Co., 
Pittsburgh, Pa. 

W. H. Harrison, Jr., Potomac Elec- 
tric Power Co., Washington, D. C. 

H. D. Hetsy, Vhe Cincinnati Gas & 
Electric Co., Cincinnati, Ohio. 

H. M. Hosson, Public Service Elec- 
tric and Gas Co., Newark, N. J. 
T. F. HotrHam, New York State 
Electric & Gas Corp., Ithaca, N. Y. 
H.S. Howarp, Niagara Mohawk Pow- 

er Corp., Syracuse, N. Y. 

T. E. Hurns, The Detroit Edison Co., 
Detroit, Mich. 

ky. E. MarruHews, Public Service Co. 
of Colorado, Denver, Colo. 

A. C. McMEnimen, Boston Edison 
Co., Boston, Mass. 

W. G. MecQuistron, West Penn Power 
Co., Pittsburgh, Pa. 

W. R. Moran, The Toledo Edison 
Co., Toledo, Ohio. 

T. F. O’Brien, Ebasco Services Inc., 
New York, N. Y. 

C. A. PALMGREN, Jr., New Orleans 
Public Service Inc., New Orleans, 
La. 

W.L. Payne, Stone & Webster Service 
Corp., New York, N. Y. 

S. E. Rarciirre, Virginia Electric and 
Power Co., Richmond, Va. 

E. J. Rook, Iowa-IIlinois Gas and Elec- 
tric Co., Davenport, Towa. 
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L. E. Stave, Iowa Power and Light 
Co., Des Moines, Iowa. 

E. L. Stack, Delaware Power & Light 
Co., Wilmington, Del. 

L. J. STROMBERG, Northern States Pow- 
er Co., Minneapolis, Minn. 

C. J. Trupgavu, Wisconsin Electric 
Power Co., Milwaukee, Wis. 


EDISON 





COMMERCIAL DIVISION 
GENERAL COMMITTEE 


Chairman, M. E. SKINNER, Union 
Electric Co. of Missouri, St. Louis, 
Mo. 

Vice Chairman, Maxwe.u Cotes, Phil- 
adelphia Electric Co., Philadelphia, 
ig B 

Vice Chairman, E. O. Getorce, The 
Detroit Edison Co., Detroit, Mich. 

Vice Chairman, C. D. Ho utster, Ni- 
agara Mohawk Power Corp., Albany, 
ie Ff 

Vice Chairman, R. T. Jones, Pennsyl- 
vania Power & Light Co., Allen- 
town, Pa. 

M. C. ALsritTAIn, Consolidated Gas 
Electric Light and Power Co. of Bal- 
timore, Baltimore, Md. 

J. S. Bartiett, Potomac Electric 
Power Co., Washington, D. C. 

R. S. Bett, Commonwealth Services 
Inc., New York, N. Y. 

C. T. Bremicker, Northern States 
Power Co., Minneapolis, Minn. 

P. D. Brooks, Ebasco Services Inc., 
New York, N. Y. 

G. B. Buck, Public Service Co. of Colo- 
rado, Denver, Colo. 

F. A. Corrin, Wisconsin Electric Pow- 
er Co., Milwaukee, Wis. 

C. A. Corer, Georgia Power Co., 
Atlanta, Ga. 

F. A. Compton, The Detroit Edison 
Co., Detroit, Mich. 

H. E. Cox, Birmingham Electric Co., 
Birmingham, Ala. 

A. C. CRANDALL, Indianapolis Power 
& Light Co., Indianapolis, Ind. 

D. M. DeBarp, Stone & Webster Ser- 
vice Corp., New York, N. Y. 

H. E. Dexter, Central Hudson Gas & 
Electric Corp., Poughkeepsie, N. Y. 

O. R. Dorrr, Pacific Gas and Electric 
Co., San Francisco, Calif. 

S. L. Drumm, New Orleans Public 
Service Inc., New Orleans, La. 


J. J. Tuony, Long Island Lighting 
Co., Mineola, N. Y. 


E. W. Van Fossen, The Potomac Ed- 
ison Co., Frederick, Md. 


J. R. Wecer, Consolidated Gas Elec- 
tric Light and Power Co. of Bal- 
timore, Baltimore, Md. 


COMMERCIAL DIVISION 


C. L. Dunn, The Ohio Edison Co., 
Akron, Ohio. 

E. C. Easter, Alabama Power Co., 
Birmingham, Ala. 

T. B. Fercuson, Texas Power & Light 
Co., Dallas, Tex. 

R. A. Gipson, The Hartford Electric 
Light Co., Hartford, Conn. 

C. A. Harrison, The Toledo Edison 
Co., Toledo, Ohio. 

J. R. Hartman, The Cincinnati Gas 
& Electric Co., Cincinnati, Ohio. 

R. C. H1ienton, The Cleveland Elec- 
tric Illuminating Co., Cleveland, 
Ohio. 

C. D. LAwreNncE, New England Power 
Service Co., Boston, Mass. 

C. H. LeEAtHAM, Monongahela Power 
Co., Fairmont, W. Va. 

A. T. LitrrLerretp, Central Maine 
Power Co., Augusta, Me. 

T. O. McQuiston, Metropolitan Edi- 
son Co., Reading, Pa. 

C. E. MicHetr, Union Electric Co. of 
Missouri, St. Louis, Mo. 

R. J. Mirier, The Cleveland Electric 
Illuminating Co., Cleveland, Ohio. 
G. W. Ouster, Duquesne Light Co., 

Pittsburgh, Pa. 

B. L. Patm, Central Illinois Public 
Service Co., Springfield, Ill. 

Harry Restorski, West Penn Power 
Co., Pittsburgh, Pa. 

H. S. RicHMonp, Consumers Power 
Co., Jackson, Mich. 

H. M. Sawyer, American Gas and 
Electric Service Corp., New York, 
N. Y. 

J. T. Scuirtimc, Iowa Power and 
Light Co., Des Moines, Iowa. 

N. T. Set~man, Consolidated Edison 
Co. of N. Y., Inc., New York, N. Y. 

H. P. J. Sremnmetz, Public Service 
Electric and Gas Co., Newark, N. J. 

Epwin VENNARD, Middle West Ser- 
vice Co., Chicago, III. 

R. P. Wacner, Niagara Mohawk 
Power Corp., Albany, N. Y. 
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C. Wicanp, Commonwealth Services 
Inc., New York, N. Y. 


J. E. Witiiams, Cambridge Electric 
Light Co., Cambridge, Mass. 


R. S. WitutamMs, The United Gas Im- 


provement Co., Philadelphia, Pa. 





R. W. Witson, Kentucky Utilities Co., 
Inc., Lexington, Ky. 

G. E. WHITWELL, Philadelphia Electric 
Co., Philadelphia, Pa. 


SALES PERSONNEL AND 
TRAINING COMMITTEE 


Chairman, R. J. Miter, The Cleve- 
land Electric Illuminating Co., Cleve- 
land, Ohio. 

N. H. Barnes, Potomac Electric Pow- 
er Co., Washington, D. C. 

R. S. Bett, Commonwealth Services 
Inc., New York, N. Y. 

E. T. Brewer, Public Service Electric 
and Gas Co., Newark, N. J. 

J. W. Fercuson, Iowa Power and 
Light Co., Des Moines, Iowa. 

J. R. Furper, Northern States Power 
Co., Minneapolis, Minn. 

W. A. Huckins, Utah Power & Light 
Co., Salt Lake City, Utah. 

R. T. Mazzuccui, The Hartford Elec- 
tric Light Co., Hartford, Conn. 

A. H. NIELSEN, Wisconsin Electric 
Power Co., Milwaukee, Wis. 

Miss RutH SHANK, Union Electric 
Co. of Missouri, St. Louis, Mo. 


WIRING AND SPECIFICA.- 
TIONS COMMITTEE 


Chairman, R. W. Wi son, Kentucky 
Utilities Co., Inc., Lexington, Ky. 
P. V. Brown, Union Electric Co. of 
Missouri, St. Louis, Mo. 

R. C. Bryce, Philadelphia Electric Co., 
Philadelphia, Pa. 

F. E. Davis, Commonwealth Services 
Inc., Jackson, Mich. 

T. M. Fourk, Public Service Co. of 
Colorado, Denver, Colo. 

W. K. Lewe.ien, New England Power 
Service Co., Boston, Mass. 

W. R. Misy, The Detroit Edison Co., 
Detroit, Mich. 
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A. C. Mitter, Pacific Gas and Electric 
Co., San Francisco, Calif. 

G. L. Morris, Alabama Power Co., 
Birmingham, Ala. 

H. C. Rice, Southern California Edison 
Co., Los Angeles, Calif. 


COMMERCIAL SALES 
SECTION 


Chairman, C. D. Ho.utsrer, Niagara 
Mohawk Power Corp., Albany, N. Y. 


COMMERCIAL COOKING 
COMMITTEE 


Chairman, S. S. SANsBury, Union Elec- 
tric Co. of Missouri, St. Louis, Mo. 
C. E. Anperson, Virginia Electric and 
Power Co., Richmond, Va. 

R. K. Bear, Kansas Gas and Electric 
Co. Wichita, Kan. 

H. M. Bracksurn, Potomac Electric 
Power Co., Washington, D. C. 
L. T. Cae, Birmingham Electric Co., 
Birmingham, Ala. 
H. E. Carney, The 
Co., Toledo, Ohio. 
F. E. CauLFieELp, The Lowell Electric 
Light Corp., Lowell, Mass. 

G. N. Dien, Atlantic City Electric Co., 
Atlantic City, N. J. 

L. P. Fries, New York State Electric 
& Gas Corp., Binghamton, N. Y. 

A. R. Hampsey, Jr., Duquesne Light 
Co., Pittsburgh, Pa. 

E. B. HaskKELL, The United Illuminat- 
ing Co., New Haven, Conn. 

J. W. Haynes, New Jersey Power & 
Light Co., Dover, N. J. 
C. L. HorrmMax, The Washington 
Water Power Co., Spokane, Wash. 
H. R. Jones, West Penn Power Co., 
Pittsburgh, Pa. 

O. R. Monroe, Southern California 
Edison Co., Los Angeles, Calif. 

J. H. Ricu, Philadelphia Electric Co., 
Philadelphia, Pa. 

R. G. SHEAHAN, The Cleveland Elec- 

Cleveland, 


Toledo Edison 


tric Illuminating Co., 
Ohio. 

C. E. Sperow, Ohio Edison Co., Akron, 
Ohio. 

E. P. Wertey, Pennsylvania Power & 
Light Co., Allentown, Pa. 


COMMERCIAL LIGHTING 
COMMITTEE 


Chairman, R. 1. Butt, The Ohio Power 
Co., Canton, Ohio. 

R. M. Brown, Indianapolis Power & 
Light Co., Indianapolis, Ind. 
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R. W. Butts, Ohio Edison Co., Akron, 
Ohio. 

W. L. Byrne, Ebasco Services Inc., 
New York, N. Y. 

E. C. Epwarps, New York State Elec- 
tric & Gas Corp., Binghamton, N. Y. 

Wayne Kunpe, Duquesne Light Co., 
Pittsburgh, Pa. 

H. A. Lawrence, The Cleveland Elec- 
tric Illuminating Co., 
Ohio. 

S. F. MacLean, The United Illuminat- 
ing Co., New Haven, Conn. 

W. P. McPuerson, Carolina Power & 
Light Co., Raleigh, N. C. 

CLIFFORD MIL LER, Consolidated Edison 
Co. of N. Y., Inc., New York, N. Y. 

W. A. STANNARD, Consumers Power 
Co., Jackson, Mich. 

R. H. THompson, Central Illinois Pub- 
lic Service Co., Mattoon, IIl. 

L. C. TwicHe it, Rochester Gas and 
Electric Corp., Rochester, N. Y. 

W. C. Wabe, Monongahela Power Co.. 
Fairmont, W. Va. 

J. S. Watsu, Pacific Gas and Electric 
Co., San Francisco, Calif. 


Cleveland, 


MARKET DEVELOPMENT AND 
ELECTRICAL APPLICATIONS 
COMMITTEE 
Chairman, J. D. Howarp, Wisconsin 
Power and Light Co., Madison, Wis. 
W. J. Curr, The Cleveland Electric 
Illuminating Co., Cleveland, Ohio. 
W. D. Gentry, Consolidated Gas Elec- 
tric Light and Power Co. of Balti- 
more, Baltimore, Md. 

E. B. HASKELL, The United Illuminat- 
ing Co., New Haven, Conn. 

P. D. Lawrence, Virginia Electric and 
Power Co., Richmond, Va. 

C. A. LEHMAN, Staten Island Edison 
Corp., Staten Island, N. Y. 

J. C. MELTON, Potomac Electric Power 
Co., Washington, D. C. 

R. I. Menpes, Pacific Gas and Electric 
Co., San Francisco, Calif. 

J. C. Murrua, Consolidated Edison 
Co. of N. Y., Inc., New York, N. Y. 

Dewitt Prk, Rochester Gas and Elec- 
tric Corp., Rochester, N. Y. 

L. R. Weaver, Philadelphia Electric 
Co., Philadelphia, Pa. 


STREET LIGHTING COORDINATION 
COMMITTEE 


Chairman, R. M. Hoot, Philadelphia 
Electric Co., Philadelphia, Pa. 

T. M. Barr, Central Hudson Gas & 
Electric Corp., Poughkeepsie, N. Y. 
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B. M. Davis, Mississippi Power & 
Light Co., Jackson, Miss. 

W. F. Grarr, The Cleveland Electric 
Illuminating Co., Cleveland, Ohio. 

ALBERT GruBeR, The Washington 
Water Power Co., Spokane, Wash. 

L. T. JoHNnson, Public Service Electric 
and Gas Co., Newark, N. J. 

G. E. Korren, Consumers Power Co., 
Jackson, Mich. 

L. H. LinceMAnNN, Duquesne Light 
Co., Pittsburgh, Pa. 

W. A. F. Pyte, Delaware Power & 
Light Co., Wilmington, Del. 

G. A. Trosprr, Pacific Gas and Electric 
Co., San Francisco, Calif. 

C. E. Watpron, Niagara Mohawk 
Power Corp., Albany, N. Y. 

G. G. Wueeter, Northern 
Power Co., Minneapolis, Minn. 


States 


FARM SECTION 


Chairman, R. T. Jones, Pennsylvania 
Power & Light Co., Allentown, Pa. 


AGRICULTURAL DEVELOPMENT 
COMMITTEE 

Chairman, B. S. Moss, Georgia Power 
Co., Atlanta, Ga. 

E. M. ALexaAnper, Savannah Electric 
and Power Co., Savannah, Ga. 

H. F. Barton, St. Joseph Light & 
Power Co., St. Joseph, Mo. 

D. O. Borxtn, Indiana-Michigan Elec- 
tric Co., Marion, Ind. 

C. F. CHuNGLo, Western Massachu- 
setts Electric Co., Springfield, Mass. 

J. L. Copeman, Monongahela Power 
Co., Fairmont, W. Va. 

T. K. Dinmirt, Puget Sound Power 
& Light Co., Seattle, Wash. 

Homer Gisps, Texas Power & Light 
Co., Dallas, Tex. 

J. F. Hitt, Ohio Edison Co., Spring- 
field, Ohio. 

P. A. Kinsey, Metropolitan Edison Co., 
Reading, Pa. 

E. D. Lopwicx, The Cincinnati Gas & 
Electric Co., Cincinnati, Ohio. 

F. G. MacKkaness, Portland General 
Electric Co., Portland, Ore. 

E. A. Orson, Idaho Power Co., Boise, 
Idaho. 

W. E. Sawpon, Delaware Power & 
Light €o., Wilmington, Del. 

E. G. STaut, Pacific Gas and Electric 
Co., San Francisco, Calif. 

D. E. Stewart, Carolina Power & 


Light Co., Raleigh, N. C. 
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FARM UTILIZATION. COMMITTEE 


Chairman, E. D. SmitrH, The Dayton 
Power and Light Co., Dayton, Ohio. 
W. T. ACKERMAN, The Connecticut 


Light & Power Co., Waterbury, 
Conn. 
F. R. Batmey, Central Maine Power 


Co., Augusta, Me. 

G. A. Bates, Texas Electric Service 
Co., Fort Worth, Tex. 

A. B. BarFIELD, Wisconsin 
Power Co., Milwaukee, Wis. 

SraNLEY Brpiack, Philadelphia Elec- 
tric Co., Coatesville, Pa. 

P. E. Brooxover, Public Service Co. 
of Colorado, Denver, Colo. 

J. L. Burcan, New York State Electric 
& Gas Corp., Ithaca, N. Y. 

J. C. Cantt, The Detroit Edison Co., 
Detroit, Mich. 

Oscar Haac, Northwestern Public Ser- 
vice Co., Huron, S$. D. 

R. G. Harvey, Niagara Mohawk Power 
Corp., Syracuse, N. Y. 

C. E. Hing, The Cleveland Electric 
\lluminating Co., Chardon, Ohio. 

R. E. Jounson, The Toledo Edison 
Co., Toledo, Ohio. 

W. B. Kennepy, Central 
Light Co., Peoria, Ill. 

J. A. Maur, Indianapolis Power & 
Light Co., Indianapolis, Ind. 

E. R. Murpny, Kentucky Utilities Co., 
Inc., Lexington, Ky. 

M. B. Penn, Alabama Power Co., 
Birmingham, Ala. 

A. A. Princsten, Wisconsin Public 
Service Corp., Green Bay, Wis. 

P. P. Ping, San Diego Gas & Electric 
Co., San Diego, Calif. 

A. E. ScHwarz, Ebasco Services Inc., 
New York, N. Y. 

M. O. WuitHeD, Atlantic City Electric 
Co., Atlantic City, N. J. 


Electric 


Illinois 


RURAL YOUTH COMMITTEE 

Chairman, A. G. Mayer, The Wash- 
ington Water Power Co., Spokane, 
Wash. 

R. K. Derry, The Ohio Power Co., 
Canton, Ohio. 

H. J. GALLAGHER, Consumers Power 
Co., Jackson, Mich. 

L. Goopwin, Gulf States Utilities Co., 
Beaumont, Tex. 

A. H. Gray, Jr., Southwestern Gas 
and Electric Co., Shreveport, La. 

C. E. Jrertncs, Rochester Gas and 
Electric Corp., Rochester, N. Y. 

J. M. Larson, Northern States Power 
Co., Minneapolis, Minn. 
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M. H. Lioyp, Niagara Mohawk Power 
Corp., Buffalo, N. Y. 

C. N. Porter, Wheeling Electric Co., 
Wheeling, W. Va. 

C. J. Renrrog, South Carolina Electric 
& Gas Co., Columbia, S. C. 

F. L. Rimpacu, New England Power 
Service Co., Worcester, Mass. 

C. P. SpELLMAN, Virginia Electric and 
Power Co., Richmond, Va. 

A. J. Von Bure, Wisconsin Power and 
Light Co., Madison, Wis. 


INDUSTRIAL POWER AND 
HEATING SECTION 


Chairman, MAxwetut Cote, Philadel- 
phia Electric Co., Philadelphia, Pa. 


COMPETITIVE SERVICE 
COMMITTEE 

Chairman, W. P. LyMaAn, Carolina 
Power & Light Co., Raleigh, N. C. 

J. H. Gumz, Pacific Gas and Electric 
Co., San Francisco, Calif. 

L. F. Kretsmerer, Ohio Edison Co., 
Akron, Ohio. 

Duane Lanpon, St. Joseph Light & 
Power Co., St. Joseph, Mo. 

P. W. McCormick, Union Electric 
Co. of Missouri, St. Louis, Mo. 

S. A. Moore, Public Service Electric 
and Gas Co., Newark, N. J. 

C. H. Purpy, Consumers Power Co., 
Jackson, Mich. 

W. T. RicHarps, Indianapolis Power 
& Light Co., Indianapolis, Ind. 

E. A. Snyper, American Gas and Elec- 
tric Service Corp., New York, N. Y. 

C. H. L. THompson, The 
Edison Co., Toledo, Ohio. 

T. L. Van Law, Southern California 
Edison Co.,. Los Angeles, Calif. 

F. E. Wiatt, The Cincinnati Gas & 
Electric Co., Cincinnati, Ohio. 

W. D. Wi xkrnson, New England 
Power Service Co., Boston, Mass. 


Toledo 


GENERAL POWER AND HEATING 
COMMITTEE 

Chairman, G. S. Younc, Kansas City 
Power & Light Co., Kansas City, 
Mo. 

J. H. Anrens, The Hartford Electric 
Light Co., Hartford, Conn. 

B. R. Askew, Georgia 
Atlanta, Ga. 

E. A. Brann, Niagara Mohawk Power 
Corp., Buffalo, N. Y. 

J. H. Coates, Ebasco Services Ine., 


New York, N. Y. 


Power Co., 
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J. R. Davw, The Cleveland Electric 
Illuminating Co., Cleveland, Ohio. 
G. E. Duerr, West Penn Power Co., 

Pittsburgh, Pa. 

P. W. EmMteEr, American Gas and Elec- 
tric Service Corp., New York, N. Y. 

R. J. Georce, Consolidated Gas Elec- 
tric Light and Power Co. of Balti- 
more, Baltimore, Md. 

J. M. Gutttory, New Orleans Public 
Service Inc., New Orleans, La. 

E. L. KavANAuGH, The Detroit Edison 
Co., Detroit, Mich. 

F. R. Knipp, The Dayton Power and 
Light Co., Dayton, Ohio. 

L. J. LAMBEeRGER, Duquesne Light Co., 
Pittsburgh, Pa. 

H. C. LeVois, Gulf States Utilities Co., 
Beaumont, Tex. 

H. W. Memmorr, The Connecticut 
Light & 
Conn. 

C. H. Purpy, Consumers Power Co.. 
Jackson, Mich. 

C. T. SHocn, Pennsylvania Power & 
Light Co., Allentown, Pa. 

ALMER SKRETTING, Wisconsin Electric 
Power Co., Milwaukee, Wis. 

J. B. Tayzor, Atlantic City Electric 
Co., Atlantic City, N. J. 

G. A. UnHtMeyer, Iowa-Illinois Gas 
and Electric Co., Rock Island, Ill. 
J. C. Zeter, Indiana & Michigan Elec- 

tric Co., Fort Wayne, Ind. 


Power Co., Waterbu ry, 


INDUSTRIAL LIGHTING 
COMMITTEE 

Chairman, R. W. Wyman, The Cleve- 
land Electric Illuminating Co., Cleve- 
land, Ohio. 

SyDNEY ALLING, Rochester Gas and 
Electric Corp., Rochester, N. Y. 

T. D. Hoskins, Louisiana Power & 
Light Co., New Orleans, La. 

E. A. Wirson, Alabama Power Co.., 
Birmingham, Ala. 


RESIDENTIAL SECTION 
Chairman, FE. O. Greorce, The Detroit 
Edison Co., Detroit, Mich. 


DEALER COORDINATION 
COMMITTEE 

Chairman, ML. R. Norton, Wisconsin 
Power and Light Co., Madison, Wis. 

W. TT. Acktey, Ohio Edison Co., 
Akron, Ohio. 

C. W. Atrstock, Florida Power Corp.., 
St. Petersburg, Fla. 

G. W. H. Atienx, The Dayton Power 
and Light Co., Dayton, Ohio. 
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E. N. Avecno, New Orleans Public 
Service Inc., New Orleans, La. 

W. S. Bascom, Union Electric Co. of 
Missouri, St. Louis, Mo. 

P. W. Evans, Niagara Mohawk Power 
Corp., Buffalo, N. Y. 

F. K. Gopwin, Virginia Electric and 
Power Co., Richmond, Va. 

R. W. Grauam, Alabama Power Co., 
Birmingham, Ala. 

J. M. Horttwncswortn, lowa-I[I|linois 
Gas and Electric Co., Davenport, 
lowa. 

H. G. Istey, Carolina Power & Light 
Co., Raleigh, N. C. 

R. R. LaMar, Portland General Elec- 
tric Co., Portland, Ore. 

W. E. Linn, Pacific Gas and Electric 
Co., San Francisco, Calif. 

R. G. Muwrog, Public Service Co. of 
Colorado, Denver, Colo. 

L. H. Suarr, Central Arizona Light 
and Power Co., Phoenix, Ariz. 

H. F. Sraacke, Houston Lighting & 
Power Co., Houston, Tex. 

E. M. Tatton, Southern California 
Edison Co., Los Angeles, Calif. 

P. E. Tuomas, Rochester Gas and Elec- 
tric Corp., Canandaigua, N. Y. 

J. R. Waters, Monongahela Power 
Co., Fairmont, W. Va. 


ELECTRIC KITCHEN AND 
LAUNDRY COMMITTEE 


Chairman, W. T. CLark, The Cleve- 
land Electric Illuminating Co., Cleve- 
land, Ohio. 

J. H. Apams, Southern California [di- 
son Co., Los Angeles, Calif. 

H. C. Ausry, Staten Island Edison 
Corp., Staten Island, N. Y. 

H. H. Brenan, Pennsylvania Power 
& Light Co., Allentown, Pa. 

J. P. Brown, Alabama Power Co., 
Birmingham, Alla. 

J. F. Burt, Western Massachusetts 
Electric Co., Pittsfield, Mass. 

R. L. Coz, Union Electric Co. of Mis 
souri, St. Louis, Mo. 

R. B. DENHARDT, Central Hudson Gas 
& Electric Corp., Poughkeepsie, N. Y. 

R. W. HeELver, Duquesne Light Co., 
Pittsburgh, Pa. 

W. A. Huckins, Utah Power & Light 
Co., Salt Lake City, Utah. 

H. G. Huey, Northern States Power 
Co., Minneapolis, Minn. 

FE. J. Hurvey, The Detroit Edison Co., 
Detroit, Mich. 

F. M. Krupa, Kansas Gas and Elec- 
tric Co., Wichita, Kan. 
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D. B. LEoNArD, Pacitic Power & Light 
Co., Portland, Ore. 

J. A. Maur, Indianapolis Power & 
Light Co., Indianapolis, Ind. 

A. C. Miuvuer, Pacific Gas and Electric 
Co., San Francisco, Calif. 

J. E. MUELLER, West Penn Power Co., 
Pittsburgh, Pa. 

G. H. Parne, Philadelphia Electric Co., 
Philadelphia, Pa. 

W. F. Rooney, Ebasco Services Inc., 
New York, N. Y. 

B. F. Suietps, Potomac Electric Power 
Co., Washington, D. C. 

3. Smitty, Carolina Power & Light 
Co., Raleigh, N. C. 

J. G. Snyper, American Gas and Elec- 
tric Service Corp., New York, N. Y. 

C. A. Tatum, Dallas Power & Light 
Co., Dallas, Tex. 

H. E. Ury, Central Illinois Public Ser- 
vice Co., Mattoon, II. 

Howarp Witson, Georgia Power Co., 
Atlanta, Ga. 


ELECTRIC WATER HEATING 
COMMITTEE 

BRODERICK, Central 
Illinois Public Service Co., Marion, 
Ill. 

J. E. Averett, Brockton Edison Co., 
Brockton, \ass. 

PAUL BAuMBLATT, The Detroit Edison 
Co., Detroit, Mich. 

J. R. Brucu, The Cleveland Electric 
Illuminating Co., Cleveland, Ohio. 

I. C. Dixon, Atlantic City Electric Co., 
Atlantic City, N. J. 

JouHn J. Gorman, Philadelphia Elec- 
tric Co., Philadelphia, Pa. 
C. W. Haccarp, Kentucky 
Co., Inc., Lexington, Ky. 
J. F. MecAutister, Utah Power & 
Light Co., Salt Lake City, Utah. 

J. H. K. SHANNAHAN, Indiana & 
Michigan Electric Co., Fort Wavne, 

Ind. 

C. A. Tatum, Dallas Power & Light 
Co., Dallas, Tex. 

C. M. Turner, The Cincinnati Gas & 
Electric Co., Cincinnati, Ohio. 


Chairman, J. R. 


Utilities 


HOME SERVICE COMMITTEE 


Chairman, Miss Ev1izABeTH WILLIAMS, 


Monongahela Power Co., Fairmont, 
W. Va. 

\Irs. Marioguira Dycert, The Detroit 
Edison Co., Detroit, Mich. 

Mrs. Vera Ex_twoop, Wisconsin Elec- 
tric Power Co., Milwaukee, Wis. 
Miss MArGUERITE FENNER, Pacific 
Gas and Electric Co., San Francisco, 


Calif. 
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Miss Lucy L. HANAN, Consolidated 
Edison Co. of N. Y., Inc., New York, 
N. Y. 

Miss Evetyn Hansen, Utah Power & 
Light Co., Salt Lake City, Utah. 

Miss Epirn Hrrenecock, Alabama 
Power Co., Birmingham, Ala. 

Miss J. PHytiis Owen, Virginia Elec- 
tric and Power Co., Richmond, Va. 
Miss ELnizABETH PARKER, 
Power Co., Atlanta, Ga. 
Miss MARGARET SCHNEIDER, Wheeling 

Electric Co., Wheeling, W. Va. 

Miss ANNE Sutter, Duquesne Light 
Co., Pittsburgh, Pa. 

Miss Epna STEpPHANY, Pennsylvania 
Power & Light Co., Allentown, Pa. 

Miss VALENTINE THORSEN, Northern 
States 
Minn. 

Miss Mary Turner, Potomac FElec- 
tric Power Co., Washington, D. C. 

Mrs. Harriet G. West, Indianapolis 
Power & Light Co., Indianapolis, Ind. 


Georgia 


Power Co., Minneapolis, 


MERCHANDISING COMMITTEE 

Chairman, J. M. STEDMAN, Pennsyl- 
vania Power & Light Co., Allentown, 
Pa. 

SYDNEY ALLING, Rochester Gas and 
Electric Corp., Rochester, N. Y. 

H. G. Diturn, San Diego Gas & Elec- 
tric Co., San Diego, Calif. 

T. B. FerGuson, Texas Power & Light 
Co., Dallas, Tex. 

T. D. Futrorp, Virginia Electric and 
Power Co., Richmond, Va. 

R. A. Gipson, The Hartford Electric 
Light Co., Hartford, Conn. 

W. A. Huckins, Utah Power & Light 
Co., Salt Lake City, Utah. 

H. G. Istey, Carolina Power & Light 
Co., Raleigh, N. C. 

W.H. McInnis, Ebasco Services Inc., 
New York, N. Y. 

T. O. McQuiston, Metropolitan Edi- 
son Co., Reading, Pa. 

W. S. Seat, Alabama Power Co., 
Birmingham, Ala. 

J. G. Snyper, American Gas and Elec- 
tric Service Corp., New York, N. Y. 

Don Wits, Central Arizona Light 
and Power Co., Phoenix, Ariz. 


RESIDENTIAL LIGHTING 
COMMITTEE 

Chairman, ‘VT. G. ALLAN, West Penn 
Power Co., Pittsburgh, Pa. 

J. L. Campsett, New Orleans Public 
Service Inc., New Orleans, La. 

F. E. Cueney, Philadelphia Electric 
Co., Philadelphia, Pa. 
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Miss Mary E. Dopps, The ‘Toledo 
Edison Co., Toledo, Ohio 

Miss Stetta M. Ferzer, The Cincin- 
nati Gas & Electric Co., Cincinnati, 
Ohio 

R. K. Lornrop, Southwestern Gas and 
Electric Co., Shreveport, La. 
J. E. Lunp1, The Cleveland Electric 
Illuminating Co., Cleveland, Ohio 
A.V. McKenna, Quincy Electric Light 
and Power Co., Quincy, Mass. 

E. W. Meise, San Diego Gas & Elec- 
tric Co., San Diego, Calif. 

J. F. Parsons, Niagara Mohawk Power 
Corp., Buffalo, N. Y. 

J. S. C. Ross, Pacific Gas and Electric 
Co., San Francisco, Calif. 

E. M. Row anon, Public Service Co. of 
Colorado, Denver, Colo. 





ENGINEERING DIVISION 
GENERAL COMMITTEE 


Chairman, H. P. Seerye, The Detroit 
Edison Co., Detroit, Mich. 

Secretary, H. E. Kent, Edison Electric 
Institute, New York, N. Y. 

E. §. Bunpy, Niagara Mohawk Power 
Corp., Buffalo, N. Y. 

P. H. Cuase, Philadelphia Electric Co., 
Philadelphia, Pa. 

L. E. Cook, Texas Power & Light 
Co., Dallas, Texas. 

E. W. Ditrtarp, New England Power 
Service Co., Boston, Mass. 

Watter Dreyer, Pacitic Gas and Elec 
tric Co., San Francisco, Calif. 

H. S. Fircu, West Penn Power Co., 
Pittsburgh, Pa. 

J. H. Foore, Commonwealth Services 
Inc., Jackson, Mich. 

C. W. FRANKLIN, Consolidated Edison 
Co. of N. Y., Inc., New York, N. Y. 

E. L. Houcu, Union Electric Co. of 
Vlissouri, St. Louis, Mo. 

C. F. Joun, Wisconsin Electric Power 
Co., Milwaukee, Wis. 

H. A. Kammer, American Gas and 
Electric Service Corp., New York, 
No YX. 

H. L. Metvin, Ebasco Services Inc., 
New York, N. Y. 

A. L. PENNIMAN, Jr., Consolidated 
Gas Electri¢ Light and Power Co. of 
Baltimore, Baltimore, Md. 

G. E. Sniwer, Ohio Edison Co., Akron, 
Ohio. 
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R. E. SreeLte, Northern States Power 
Co., Minneapolis, Minn. 

H. A. Stroup, Monongahela Power 
Co., Fairmont, W. Va. 

Mrs. ELEANor V. Wiesk, Public Serv- 
ice Electric and Gas Co., Newark, 
N. J. 


TELEVISION COMMITTEE 
Chairman, Georce L. LAHopny, The 
Detroit Edison Co., Detroit, Mich. 
R. W. Baker, Georgia Power Co., At- 
lanta, Ga. 

A. A. ENGELHARD, Wisconsin Electric 
Power Co., Milwaukee, Wis. 

Eart Ewatrp, Northern States Power 
Co., Minneapolis, Minn. 


ENGINEERING DIVISION 


EK. H. Snyper, Public Service Electric 


and Gas Co., Newark, N. J. 


Ex Officio 

J. H. Foorr, Commonwealth Services 
Inc., Jackson, Mich. 

Hippert Hitz, Northern States Power 
Co., Minneapolis, Minn. 

J. A. Putsrorp, Public Service Electric 
and Gas Co., Newark, N. J. 

F. A. Reppinc, Southern California 
Edison Co., Alhambra, Calif. 

G. V. WILLiAMson, Union Electric Co. 
of Missouri, St. Louis, Mo. 


ELECTRICAL EQUIPMENT 
COMMITTEE 


Chairman, J. H. Foorre, Commonwealth 
Services Inc., Jackson, Mich. 

Secretary, P. M. BrosHeEk, Edison Flec- 
tric Institute, New York, N. Y. 

C. W. ANTHONY, Oklahoma Gas and 
Electric Co., Oklahoma City, Okla. 

J. W. Asmann, The Cincinnati Gas 
& Electric Co., Cincinnati, Ohio. 

Harris BARBER, New England Powe 
Service Co., Boston, Mass. 

Cc. E. Baucu, Pacific Gas and Electric 
Co., San Francisco, Calif. 

F. T. Bear, Delaware Power & Light 
Co., Wilmington, Del. 

J. W. Bennetrr, Western Massachu- 
setts Electric Co., Springfield, Mass. 

C.S. Bowpen, Ohio Fdison Co., Akron, 
Ohio. 

W. C. Bowen, West Penn Power Co., 


Pittsburgh, Pa. 


Page 315 


E. E. Gayman, The Cleveland Elec- 
tric Illuminating Co., Cleveland, Ohio 

J. R. Gutproz, New Orleans Public 
Service Inc., New Orleans, La. 

M. A. O’MAtiLEy, New England Pow- 
er Service Co., Boston, Mass. 

F. C. Pesveyc, Public Service Electric 
and Gas Co., Newark, N. J. 

C. H. Rerrer, Jr., Potomac Electric 
Power Co., Washington, D.C. 

H. C. Ricr, Southern California Edison 
Co., Los Angeles, Cal. 

J. S.C. Ross, Pacific Gas and Electric 
Co., San Francisco, Cal. 

F. E. Taytor, Philadelphia Electric 
Co., Philadelphia, Pa. 

H. M. Wane, Dallas Power & Light 
Co., Dallas, Tex. 





J. S. Brown, 
Pittsburgh, Pa. 

D. A. CampBett, Jr., Pennsylvania 
Power & Light Co., Allentown, Pa. 

FRED CAMPBELL, Columbus and South- 
ern Ohio Electric Co., Columbus, 
Ohio. 
E. H. Carr, Consolidated Edison Co. 
of N. Y., Inc., Mt. Vernon, N. Y. 
W. E. Caven, Atlantic City Electric 
Co., Atlantic Citv, N. J. 

O. E. ~ Sout 
Inc., Birmingham, Ala. 

C, A. Corney, Boston Edison Co., Bos- 
ton, Mass. 

R. P. Crippen, Ebasco International 
Corp., New York, N. Y. 

H. E. Dearvorrr, The Dayton Power 
and Light Co., Dayton, Ohio. 

A. M. pe Betris, Consolidated Edison 
Co. of N. Y., Inc., New York, N. Y. 

L.. & 
& Power Co., Houston, Texas. 

W. J. peMAavurtiac, Philadelphia Elec- 
tric Co., Philadelphia, Pa. 

C. L. Derrick, The Hartford Electric 
Light Co., Hartford, Conn. 

EF. F. Dissmeyer, Commonwealth Ser- 
vices Inc., Jackson, Mich. 


Duquesne Light Co.. 


CHARLTON, Southern Services, 


Det’ Houme, Houston Lighting 


k. B. Dorscrier, Northern States Pow- 
er Co., Minneapolis, Minn. 

G. P. Fatton, Consolidated Gas Elec- 
tric Light and Power Co. of Balti- 
more, Baltimore, Md. 

C. C. Farretr, Philadelphia Electric 
Co., Philadelphia, Pa. 
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J. E. Fire, West Penn Power Co., 
Pittsburgh, Pa. 

L. R. GAMBLE, The Washington Water 
Power Co., Spokane, Wash. 

A. C. GoHLKE, The Cleveland Electric 
Illuminating Co., Cleveland, Ohio. 

I. W. Gross, American Gas and Elec- 
tric Service Corp., New York, N. Y. 

W. E. Gunptacu, Wisconsin Electric 
Power Co., Milwaukee, Wis. 

J. HELLENTHAL, Puget Sound Power 
& Light Co., Seattle, Wash. 

R. T. Henry, Niagara Mohawk Power 
Corp., Buffalo, N. Y. 

C. ‘T. HuGcHEs, The Connecticut Light 
& Power Co., Waterbury, Conn. 

J. H. Hunt, The Toledo Edison Co., 
Toledo, Ohio. 

L. F. Hunt, Southern California Edi- 
son Co., Los Angeles, Calif. 

B. M. Jones, Duquesne Light Co., 
Pittsburgh, Pa. 

J. C. Jones, Pacific Power & Light 
Co., Portland, Ore. 

FE. J. Karsten, Kansas Gas and Electric 
Co., Wichita, Kan. 

H. J. Ktumps, Rochester Gas and Elec- 
tric Corp., Rochester, N. Y. 

W. H. Lampert, Pennsylvania Electric 
Co., Johnstown, Pa. 

F. A. Lane, American Gas and Electric 
Service Corp., New York, N. Y. 

W. J. Lanx, Potomac Electric Power 
Co., Washington, D. C. 

J. P. Lewis, The Connecticut Power 
Co., Hartford, Conn. 

R. G. MeEyERAND, Union Electric Co. 
of Missouri, St. Louis, Mo. 

E. F. Mirier, Iowa-Illinois Gas and 
Electric Co., Davenport, Lowa. 

C. A. MotsBerry, Central Illinois 
Electric and Gas Co., Rockford, IIl. 

N. C. Pearcy, Pioneer Service & En- 
gineering Co., Chicago, III. 

R. M. PenNNypacKer, Philadelphia 
Electric Co., Philadelphia, Pa. 

R. E. Prerce, Ebasco Services Inc., New 
York, N. Y. 

G. M. Potrarp, Niagara Mohawk 
Power Corp., Syracuse, N. Y. 

H. M. Rankin, Metropolitan Edison 
Co., Reading, Pa. 

G. L. RuopEes, New Orleans Public 
Service Inc., New Orleans, La. 

L. M. Rosertson, Public Service Co. 
of Colorado, Denver, Colo. 

H. B. Rosinson, Carolina Power & 
Light Co., Raleigh, N. C. 
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H. F. Rorempxke, Indianapolis Power 
& Light Co., Indianapolis, Ind. 

S. O. SCHAMBERGER, Niagara Mohawk 
Power Corp., Albany, N. Y. 

R. N. SouTHGATE, Public Service Elec- 
tric and Gas Co., Newark, N. J. 

H. E. Srires, Central Illinois Public 
Service Co., Springfield, III. 

J. R. Stover, New York State Electric 
& Gas Corp., Binghamton, N. Y. 

H. T. SutciFFe, Pacific Gas and Elec- 
tric Co., San Francisco, Calif. 

G. M. Tatum, Virginia Electric and 
Power Co., Richmond, Va. 

D. W. Taytor, Public Ser-‘-e Electric 
and Gas Co., Newark, N. J. 

S. C. Townsenpb, Pennsylvania Power 
& Light Co., Allentown, Pa. 

B. VAN Ness, Jr., Pennsylvania Water 
& Power Co., Baltimore, Md. 

J. H. Vivian, Southern California Edi- 
son Co., Los Angeles, Calif. 

R. G. Warner, The United I]luminat- 
ing Co., New Haven, Conn. 

W. F. Wermore, The Detroit Edison 
Co., Detroit, Mich. 

R. W. WILBRAHAM, United Engineers 
& Constructors Inc., Philadelphia, Pa. 

H. B. Woop, Stone & Webster Engi- 
neering Corp., Boston, Mass. 


HYDRAULIC POWER 
COMMITTEE 


Chairman, Hispperr Hitt, Northern 
States Power Ceo., 
Minn. 

Secretary, G. E. Watkins, Edison Elec- 
tric Institute, New York, N. Y. 

C. R. Buiiss, New England Power Ser- 
vice Co., Boston, Mass. 

H. A. Burt, Public Service Co. of Colo- 
rado, Denver, Colo. 


Minneapolis, 


H. H. Cocurane, The Montana 
Power Co., Butte, Mont. 
E. H. Corus, The Washington 


Water Power Co., Spokane, Wash. 

T. J. Corwin, Pacific Gas and Electric 
Co., San Francisco, Calif. 

E. A. CRELLIN, Pacific Gas and Electric 
Co., San Francisco, Calif. 

P. MM. Hess, Pennsylvania Water & 
Power Co., Lancaster, Pa. 

WiLtiAM JENNINGS, Utah Power & 
Light Co., Salt Lake City, Utah. 

A. T. LarNep, Ebasco Services Inc., 
New York, N. : 2 

P. M. Lerever, The Susquehanna Elec- 
tric Co., Conowingo, Md. 
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R. D. Ley, Western Massachusetts 
Electric Co., Springfield, Mass. 

Corsett McLean, Pacific Power & 
Light Co., Portland, Ore. 

STANLEY Moyer, Philadelphia Electric 
Co., Philadelphia, Pa. 

E. L. Pererson, American Gas and 
Electric Service Corp., New York, 
oe 

A. W. Rerp, Gilbert Associates, Inc., 
Reading, Pa. 

L. R. Scorr, Rochester Gas and Elec- 
tric Corp., Rochester, N. Y. 

G. C. Sears, Puget Sound Power & 
Light Co., Seattle, Wash. 

G. R. SrRANDBERG, Stone & Webster 
Engineering Corp., Boston, Mass. 

R. C. Srraus, Wisconsin Public Ser- 
vice Corp., Green Bay, Wis. 

E. B. Srrowcer, Niagara Mohawk 
Power Corp., Buffalo, N. Y. 

RicHARD VAN VureET, Pennsylvania 
Power & Light Co., Allentown, Pa. 

G. J. Vencitt, Union Electric Co. of 
Missouri, St. Louis, Mo. 

S. WeEHNeER, Pioneer Service & Engi- 
neering Co., Chicago, II. 

N. F. WruraMs, Southern Services, 
Inc., Birmingham, Ala. 

E. A. WoopHeEap, Idaho Power Co., 
Boise, Idaho 

G. R. Woopman, Southern California 
Edison Co., Los Angeles, Calif. 

P. H. Yetton, California Electric 
Power Co., Riverside, Calif. 


METER AND SERVICE 
COMMITTEE 


Chairman, F. A. Reppinc, Southern 
California Edison Co., Alhambra, 
Calif. 

Secretary, P. M. BrosHuek, Edison Elec- 
tric Institute, New York, N. Y. 

H. W. Bernino, Central Illinois Public 
Service Co., Springfield, Il. 

E. J. Brown, Atlantic City Electric 
Co., Atlantic City, N. J. 

H. A. Brown, Rochester Gas and Elec- 
tric Corp., Rochester, N. Y. 

S. K. Brown, Potomac Electric Power 
Co., Washington, D. C. 

J. E. Burney, Alabama Power Co., 
Birmingham, Ala. 

A. B. Craic, Boston Edison Co., Boston, 
Mass. 

F, E. Davis, Commonwealth Services 
Inc., Jackson, Mich. 

S. J. DeLuca, Delaware Power & 
Light Co., Wilmington, Del. 


Septem 


FLo 





Dis 


in, 


September, 1951 


Cc. L. DruMMonpD, Georgia Power Co., 
Atlanta, Ga. 

Pp. A. EscHHoiz, The Hartford Elec- 
tric Light Co., Hartford, Conn. 

W. H. Farrincton, Texas Electric 
Service Co., Fort Worth, Texas. 

K. S. Fretp, Ebasco Services Inc., New 
York, N. Y. 

M. M. Grapy, Indianapolis Power & 
Light Co., Indianapolis, Ind. 

E. B. Hicks, Carolina Power & Light 
Co., Raleigh, N. C. 

E. P. Hopces, Public Service Co. of 
Colorado, Denver, Colo. 

C. G. Hoiier, Mississippi Power & 
Light Co., Jackson, Miss. 

E. L. Hucues, Pacific Gas and Electric 
Co., San Francisco, Calif. 

L. W. Jones, Kansas City Power & 
Light Co., Kansas City, Mo. 

W. JorpaAn, Consolidated Edison Co. 
of N. Y., Inc., New York, N. Y. 

E. L. Kerrier, Duquesne Light Co., 
Pittsburgh, Pa. 

W. G. Kwnickersocker, The Detroit 
Edison Co., Detroit, Mich. 

W. D. Linpsay, West Penn Power 
Co., Connellsville, Pa. 

J. Linepack, The Cincinnati Gas & 
Electric Co., Cincinnati, Ohio. 

T. E. Lopeck, Northern States Power 
Co., Minneapolis, Minn. 

G. M. Locuarp, Long Island Lighting 
Co., Garden City, N. Y. 

J. N. Mayer, New York State Electric 
& Gas Corp., Binghamton, N. Y. 

J. E. Mrirer, Wisconsin 
Power Co., Milwaukee, Wis. 

C. V. Morey, Consolidated Edison Co. 
of N. Y., Inc., New York, N. Y. 

J. A. Morris, American Gas and Elec- 
tric Service Corp., New York, N. Y. 

V. B. Noran, Florida Power & Light 
Co., Miami, Fla. 

G. A. PatmMer, New England Power 
Service Co., Boston, Mass. 

N. B. Puivurs, Niagara Mohawk 
Power Corp., Buffalo, N. Y. 

L. C. Ramon, Jr., New Orleans Public 
Service Inc., New Orleans, La. 


Electric 


L. C. Roperts, Staten Island Edison 
Corp., Staten Island, N. Y. 

G. B. M. Roserrson, Philadelphia 
Electric Co., Philadelphia, Pa. 

F. H. Rocers, Consolidated Gas Elec- 
tric Light and Power Co. of Balti- 
more, Baltimore, Md. 

Froyp SALMON, Central Power and 
Light Co., Corpus Christi, “Vexas. 
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J. N. Scowartz, Columbus and South- 
ern QOhio Electric Co., Columbus, 
Ohio. 

B. M. SmirH, Pennsylvania Electric 
Co., Erie, Pa. 

C. P. STAHL, Wisconsin Power and 
Light Co., Madison, Wis. 

R. B. SwALLow, Public Service Electric 
and Gas Co., Newark, N. J. 

S. B. VaucuHn, Florida Power Corp., 
St. Petersburg, Fla. 

E. H. Watton, The United Illuminat- 
ing Co., New Haven, Conn. 

J. R. West, Ohio Edison Co., Akron, 
Ohio. 

G. J. Yanna, The Cleveland Electric 
Illuminating Co., Cleveland, Ohio. 


PRIME MOVERS 
COMMITTEE 


Chairman, G. V. WiLi1AMson, Union 
Electric Co. of Missouri, St. Louis, 
Mo. 

C. E. ANDERSON, New England Power 
Service Co., Boston, Mass. 

F. W. Arcug, Stone & Webster En- 
gineering Corp., Boston, Mass. 

M. F. Beese, The United Illuminating 
Co., New Haven, Conn. 

JouHN Bruce, Southern California Edi- 
son Co., Los Angeles, Calif. 

H. T. Bryans, Philadelphia Electric 
Co., Philadelphia, Pa. 

A. CARNEGIE, Ohio Edison Co., Akron, 
Ohio. 

A. A. Casty, The Cleveland Electric 
Illuminating Co., Cleveland, Ohio. 
E. C. Cawrse, The Cleveland Electric 
Illuminating Co., Cleveland, Ohio. 
W. L. Cuapwick, Southern California 

Edison Co., Los Angeles, Calif. 

C. W. E. Crarke, United Engineers 
& Constructors, Inc., Philadelphia, Pa. 

L. A. Coss, Northern States Power 
Co., Minneapolis, Minn. 

T. E. Crossan, Virginia Electric and 
Power Co., Richmond, Va. 

G. S. Dient, Pennsylvania Water & 
Power Co., Lancaster, Pa. 

D. Doucrass, The Hartford Electric 
Light Co., Hartford, Conn. 

J. M. Drape ie, Iowa Electric Light 
and Power Co., Cedar Rapids, lowa. 

W. V. Drake, West Penn Power Co., 
Pittsburgh, Pa. 

M. K. Drewry, Wisconsin Electric 
Power Co., Milwaukee, Wis. 

J. M. Driscoti, Consolidated Edison 
Co. of N. Y., Inc., New York, N. Y. 
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W. C. Drummonp, Pioneer Service & 
Engineering Co., Chicago, II. 

E. C. Durry, Long Island Lighting 
Co., Mineola, N. Y. 

L. H. East, Rochester Gas and Electric 
Corp., Rochester, N. Y. 

M. D. Enctie, Pennsylvania Power & 
Light Co., Allentown, Pa. 

V. F. Estcourt, Pacific Gas and Elec- 
tric Co., San Francisco, Calif. 

J. N. Ewart, Niagara Mohawk Power 
Corp., Buffalo, N. Y. 

S. N. Frava, American Gas and Electric 
Service Corp., New York, N. Y. 

T. FINNEGAN, Niagara Mohawk Power 
Corp., Buffalo, N. Y. 

W. W. Forman, The Connecticut 
Light & Power Co., Waterbury, 
Conn. 

E. C. Gaston, Southern Services, Inc., 
Birmingham, Ala. 

G. S. GeTHEN, Philadelphia Electric 
Co., Philadelphia, Pa. 

J. E. Geve, American Gas and Electric 
Service Corp., New York, N. Y. 

J. E. Goopare, Consolidated Edison 
Co. of N. Y., Inc., New York, N. Y. 

E. Gorpvox, Potomac Edison Co., 
Hagerstown, Md. 

PauL GRaAvVELLE, The Toledo Edison 
Co., Toledo, Ohio. 

W. Greacen, III, New York State 
Electric & Gas Corp., Binghamton, 
N. Y. 

F. §. HeLrrer, Niagara 
Power Corp., Buffalo, N. Y. 

H. G. Hieserer, Houston Lighting & 
Power Co., Houston, Texas. 

J. H. Jamison, Central Illinois Electric 
and Gas Co., Rockford, Il. 

J. J. Janax, Jr., Texas Power & Light 
Co., Dallas, Texas. 

W. H. Jones, Duquesne Light Co., 
Pittsburgh, Pa. 

G. W. Keen, Consolidated Gas Elec- 
tric Light and Power Co. of Balti- 
more, Baltimore, Md. 

J. A. Keetu, Kansas City Power & 
Light Co., Kansas City, Mo. 

H. A. KietnmMan, Iowa-Illinois Gas 
and Electric Co., Davenport, Iowa. 
A. H. Krauss, Ebasco Services Inc., 

New York, N. Y. 

E. H. Krisc, Stone & Webster Engi- 
neering Corp., Boston, Mass. 

W.R. La Morre, Public Service Elec- 
tric and Gas Co., Newark, N. J. 

C. E. Lewis, Pennsylvania Power & 
Light Co., Hazleton, Pa. 

R. P. Liversipce, Philadelphia Electric 
Co., Philadelphia, Pa. 


Mohawk 
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J. Mappben, Montaup Electric Co., Fall 
River, Mass. 

R. H. McCumper, Rochester Gas and 
Electric Corp., Rochester, N. Y. 

J. F. McLauGuHtitn, Iowa Power and 
Light Co., Des Moines, Iowa. 
C. A. Miter, Central Illinois Public 
Service Co., Springfield, Ill. 
J. G. Mutter, Metropolitan 
Co., Reading, Pa. 

G. R. Mitne, Consolidated Edison Co. 
of N. Y., Inc., New York, N. Y. 

E. H. Mirscn, The Cincinnati Gas & 
Electric Co., Cincinnati, Ohio. 

R. P. Moore, Niagara Mohawk Power 
Corp., Buffalo, N. Y. 

A. M. Newman, Atlantic City Electric 
Co., Atlantic City, N. J. 

G. A. Orrok, Boston Edison Co., Bos- 
ton, Mass. 

C. F. Parcers, Delaware Power & 
Light Co., Wilmington, Del. 

R. W. Parkinson, Commonwealth 
Services Inc., Jackson, Mich. 

G. A. Porter, The Detroit Edison Co., 
Detroit, Mich. 

T. E. Percertzt, Duquesne Light Co., 
Pittsburgh, Pa. 

J. A. Retcu, Gulf States Utilities Co., 

Beaumont, Texas. 

A. J. SKAALE, Carolina Power & Light 
Co., Raleigh, N. C. 

D. W. Srewart, New Orleans Public 
Service Inc., New Orleans, La. 

M. C. StirF, Consumers Power Co., 
Jackson, Mich. 

e. BS: 
Light Co., Indianapolis, Ind. 

E. S. Van Nostranpb, The West Penn 
Electric Co. (Inc.), New York, N. Y. 

D. H. Vocer, Columbus and Southern 
Ohio Electric Co., Columbus, Ohio. 

H. A. Wacner, The Detroit 
Co., Detroit, Mich. 

H. Wersperc, Public Service Electric 
and Gas Co., Newark, N. J. 

C. C. WHELCHEL, Pacific Gas and 
Electric Co., San Francisco, Calif. 

J. D. WittraMson, The Dayton Power 
and Light Co., Dayton, Ohio. 

C. C. Wittis, Oklahoma Gas and Elec- 
tric Co., Oklahoma City, Okla. 

A. A. Woopwarb, Public Service Co. of 
Colorado, Denver, Colo. 


Edison 


Vance, Indianapolis Power & 


Edison 


TRANSMISSION AND 
DISTRIBUTION COMMITTEE 
Chairman, J. A. PutsForp, Public Ser 

vice Electric and Gas Co., Newark, 
Pe 
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Secretary, C. K. Poarcu, Edison Elec- 
tric Institute, New York, N. Y. 

C. H. ANpERSON, Niagara Mohawk 
Power Corp., Buftalo, N. Y. 


J. W. Anperson, Philadelphia Electric 


Co., Philadelphia, Pa. 

JOHN BANKUwS, Portland General Elec- 
tric Co., Portland, Ore. 

C. E. BauGuH, Pacific Gas and Electric 
Co., San Francisco, Calif. 

G. W. Bean, Texas Electric 
Co., Fort Worth, Texas. 

C. J. Better, The Cleveland Electric 
Iluminating Co., Cleveland, Ohio. 
BrycE Brapy, Oklahoma Gas and Elec- 

tric Co., Oklahoma City, Okla. 
T. J. Brosnan, Niagara Mohawk 
Power Corp., Buffalo, N. Y. 
W. R. BULLARD, E 
New York, N. Y. 
R. E. Caroitzt, Gulf 
Co., Beaumont, Texas. 
E. N. CLark, 


gineering Co., 


Service 


basco Services Inc., 


States Utilities 

Pioneer Service & En- 

Chicago, Ill. 

L. W. Crark, The Detroit Edison Co., 
Detroit, Mich. 
T. N. Corer, []linois 
Service Co., Springfield, I]. 
C. C. CorneE ius, Kansas City Power 
& Light Co., Kansas City, Mo. 

\I. T. Crawrorp, Puget Sound Power 
& Light Co., Seattle, Wash. 

W. R. Doar, Carolina Power & Light 
Co., Raleigh, N. C. 

T. C. Duncan, Consolidated Edison 
Co. of N., a. Inc., New York, N.Y. 

H. A. Enos, American Gas and Electric 
Service Corp., New York, N. Y. 

EARL EWatp, Northern States Power 
Co., Minneapolis, Minn. 

G. A. Ewaup, Public Service Electric 
and Gas Co., Newark, N. J. 

G. H. Frepver, Rochester Gas and Elec- 
tric Corp., Rochester, N. Y. 

VI. W. GHEN, Light Co., 
Pittsburgh, Pa. 

J. E. Goopwin, Indianapolis Power & 


Light Co., Indianapolis, Ind. 


Central Public 


Duquesne 


H. W. Grate, The Cincinnati Gas & 
Electric Co., Cincinnati, Ohio. 

\W. E. GuNbLAcH, Wisconsin Electric 
Power Co., Milwaukee, Wis. 

D. C. Hawtry, Kansas City Power & 
Light Co., Kansas City, Mo. 

V. J. Haves, The Connecticut Light 
& Power Co., Waterbury, Conn. 

J. P. Haywarp, Atlantic City Electric 
Co., Atlantic City, N. J. 
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R. H. Hiester, The Detroit Edison 
Co., Detroit, Mich. 

W. P. Horsen, Duquesne Light Co., 
Pittsburgh, Pa. 

W. R. JoHNson, Pacific Gas and Elec- 
tric Co., San Francisco, Calif. 

R. C. Jupp, Iowa-Illinois Gas and Elec- 
tric Co., Davenport, Iowa. 

E. J. KALLEVANG, Wisconsin Power 
and Light Co., Madison, Wis. 

E. K. KarcHer, Niagara Mohawk 
Power Corp., Albany, N. Y. 

A. C. Keim, Utah Power & Light 
Co., Salt Lake City, Utah. 

H. L. Livincoop, New York State Elec- 
tric & Gas Corp., Binghamton, N. Y. 

R. O. Loomis, Georgia Power Co., 
Atlanta, Ga. 

R. D. Lorenz, Central Illinois Electric 
and Gas Co., Rockford, Ill. 

W. E. Lostge, The Detroit Edison Co.., 
Detroit, Mich. 

W. T. Lowery, The Toledo Edison 
Co., Toledo, Ohio. 

H. MlacVauGu, Philadelphia Electric 
Co., Philadelphia, Pa. 

C. T. Matroy, Southern California 
Edison Co., Los Angeles, Calif. 

J. S. Maroy, West Penn Power Co., 
Pittsburgh, Pa. 

G. C. MecCase, Potomac Electric 
Power Co., Washington, D. C. 

W. J. McLarty, The Dayton Power 
and Light Co., Dayton, Ohio. 

R. E. Morse, American Gas and Elec- 
tric Service Corp., New York, N. Y. 

L. L. NewMaAn, New Orleans Public 
Service Inc., New Orleans, La. 

F. W. Nimmer, Ohio Edison Co., 
Akron, Ohio. 

E. W. OkrstTerrReicH, Duquesne Light 
Co., Pittsburgh, Pa. 

F. W. Packer, Pennsylvania Power 
& Light Co., Allentown, Pa. 

W. M. Penney, Union Electric Co. of 
Missouri, St. Louis, Mo. 

L. A. PHitutps, Pennsylvania Power 
& Light Co., Hazleton, Pa. 

W. C. Puitirps, New England Power 
Service Co., Boston, Mass. 

M. H. Powe tt, Public Service Co. of 
Colorado, Denver, Colo. 
M. H. Prartr, Niagara Mohawk Power 

Corp., Syracuse, N. Y. 
J. A. Rawts, Virginia Electric and 
Power Co., Richmond, Va. 


Ik. C; Rue, Boston Edison Co., Boston, 
Mass. 
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B. C. RussELL, Idaho Power Co., Boise, 
Idaho. 

E. V. SayLes, Consumers Power Co., 
Jackson, Mich. 

T. W. ScHROEDER, Iowa Power and 
Light Co., Des Moines, Iowa. 

F. C. SHAUGHNESSY, Consolidated Edi- 
son Co. of N. Y., Inc., New York, 
N. Y. 

A. N. SHEALY, Pennsylvania Water & 
Power Co., Baltimore, Md. 

E. B. SHEw, Philadelphia Electric Co., 
Philadelphia, Pa. 

S. J. StcKeEL, Kansas Gas and Electric 
Co., Wichita, Kan. 

J. A. Srecrriep, Pennsylvania Power 
& Light Co., Allentown, Pa. 





ACCIDENT PREVENTION 
COMMITTEE 

Chairman, W. F. Brown, Consolidated 
Edison Co. of N. Y., Inc., New York, 
N... ¥;. 

Secretary, G. E. WatKIns, Edison Elec- 
tric Institute, New York, N. Y. 

D. E. ALBERTSON, Pennsylvania Power 
& Light Co., Allentown, Pa. 
H. P. ALven, Rockland Light 

Power Co., Boston, Mass. 

E. E. Beck, Idaho Power Co., Boise, 
Idaho 

J. T. BraDsHAw, Puget Sound Power 
& Light Co., Seattle, Wash. 

J. T. CaLttanan, Delaware Power & 
Light Co., Wilmington, Del. 

R. ‘I. Carton, Iowa-Illinois Gas and 
Electric Co., Davenport, Iowa. 

R. H. CoLeMan, Consolidated Gas 
Electric Light and Power Co. of Bal- 
timore, Baltimore, Md. 

C. A. Coutts, Northern States Power 
Co., Minneapolis, Minn. 

H. J. Cristex, The Cleveland Flectric 
Illuminating Co., Cleveland, Ohio 

J. C.. CuNNINGHAM, | Indianapolis 
Power & Light Co., Indianapolis, Ind. 

J. G. Dickinson, Wisconsin Electric 
Power Co., Milwaukee, Wis. 

I. R. Dorr, Consumers 
Jackson, Mich. 

A. H. Doup, Rochester Gas and Elec- 
tric Corp., Rochester, N. Y. 

R. P. DouGrias, The Detroit 
Co., Detroit, Mich. 

W. J. Easton, The Cincinnati Gas & 
Mlectric Co., Cincinnati, Ohio 

F. T. ELtenserc, Atlantic City Flec- 
tric Co., Atlantic City, N. J. 

C. A. Fiscupack, Southern California 
edison Co.., Los Angeles, Cal. 

P.M. Gentzert, Ohio Edison Co., 
Akron, Ohio 


and 


Ce. 


Power 


Edison 
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W. O. SmiruH, Long Island Lighting 
Co., Mineola, N. Y. 

H. P. Stone, The Connecticut Power 
Co., Torrington, Conn. 

E. R. Streep, Delaware Power & Light 
Co., Wilmington, Del. 

F. H. Streit, Columbus and Southern 
Ohio Electric Co., Columbus, Ohio. 

T. D. THomas, Texas Power & Light 
Co., Dallas, Texas. 

W. A. UpHam, The United Iluminat- 
ing Co., New Haven, Conn. 

W. L. Vest, Jr., Western Massachu- 
setts Electric Co., Springfield, Mass. 

H. R. Wari, Commonwealth Services 
Inc., Jackson, Mich. 

GENERAL COMMITTEES 

Roy M. Gopwin, Philadelphia Electric 
Co., Philadelphia, Pa. 

C. E. Hammon, Columbus and South- 
ern Ohio Electric Co., 
Ohio 

A. S$. Hancock, Long Island Lighting 
Co., Mineola, N. Y. 

F. G. Harriman, New England Power 
Service Co., Boston, Mass. 

H. E. Hatrietp, Georgia Power Co., 
Atlanta, Ga. 

E. S. Hitz, Pennsylvania Water & 
Power Co., Conestoga, Pa. 

P. Hopson, Union Electric Co. of Mis- 
souri, St. Louis, Mo. 

E. L. Ipe, The United Illuminating 
Co., Bridgeport, Conn. 

E. J. Krew, Duquesne Light Co., Pitts- 
burgh, Pa. 

H. L. R. Kurtru, Boston Edison Co., 
Boston, Mass. 

D. T. Lacey, Central Lllinois Public 
Service Co., Springfield, Ill. 

WILLs MaAcLACHLAN, Maple, Ontario, 
Canada 

H. L. McApams, 
and Electric Co., Shreveport, La. 

R. S. Metzcer, The Toledo Edison 
Co., Toledo, Ohio 

C. D. Murpock, Kansas City Power & 
Light Co., Kansas City, Mo. 

A. J. Naguin, New Orleans Public 
Service Inc., New Orleans, La. 

Fk. D. Norperc, Utah Power & Light 
Co., Salt Lake City, Utah 

R. E. Puenicte, Wisconsin Public 
Service Corp., Green Bay, Wis. 

A. F. Ranvoupn, Public Service Elec- 
tric and Gas Co., Newark, N. J. 

FE, Ravn, Wisconsin Power & Light 
Co., Madison, Wis. 

W. T. Rocers, Ebasco Services Inc.. 
New York, N. Y. 


Columbus, 


Gas 


Southwestern 
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W. S. Wiper, Wisconsin Electric 
Power Co., Milwaukee, Wis. 

H. K. WivuiAMs, The Hartford Elec- 
tric Light Co., Hartford, Conn. 

R. R. Wisner, Stone & Webster Engz:- 
neering Corp., Boston, Mass. 

W. J. Witte, Consolidated Gas Elec- 
tric Light and Power Co. of Balti- 
more, Baltimore, Md. 

L. P. Works, Wisconsin Public Service 
Corp., Green Bay, Wis. 

H. E. Yetpr, Potomac Electric Power 
Co., Washington, D. C. 

C. Z. Yosr, Pacitic Gas and Electric 
Co., San Francisco, Calif. 

J. H. Zo.ver, Consolidated Edison Co. 
of N. Y., Inc., Mt. Vernon, N. Y. 





G. J. Ruorr, Central Hudson Gas & 
Electric Corp., Poughkeepsie, N. Y. 

C. J. Smiru, Consolidated Edison Co. 
of N. Y., Inc., New York, N. Y. 

H. O. SprinKLeE, Monongahela Power 
Co., Fairmont, W. Va. 

D. C. Stewart, Niagara Mohawk 
Power Corp., Buffalo, N.Y. 

H. F. Wess, West Penn Power Cov., 
Pittsburgh, Pa. 

R. W. Wuirte, Pacific Gas and Elec- 
tric Co., San Francisco, Cal. 

S. H. Younc, The Hartford Electric 
Light Co., Hartford, Conn. 


CODES AND STANDARDS 
COMMITTEE 
Chairman, D. C. Luce, Public Service 

Electric and Gas Co., Newark, N. J. 
Henry B. Bryans, Philadelphia Elec- 
tric Co., Philadelphia, Pa. 
Lewis M. SmitnH, Alabama Power Co., 
Birmingham, Ala. 


ELECTRIC POWER SURVEY 
COMMITTEE 
Chairman, WALKER L. CisLer, The 
Detroit Edison Co., Detroit, Mich. 
N. B. Hinson, Southern California 

Edison Co., Los Angeles, Cal. 

V. M. Mareouts, American Gas and 
Electric Service Corp., New York, 
Ne ®: 

C. W. Mayorr, The Hartford Electric 
Light Co., Hartford, Conn. 
J. E. Moore, Ebasco Services 
porated, New York, N. Y. 


Incor- 


INDUSTRIAL RELATIONS 
COMMITTEE 
Chairman, F. E. Verptux, The Cleve- 
land Electric Illuminating Co., Cleve- 

land, Ohio 
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Vice Chairman, F. R. Raucnu, The 
Cincinnati Gas & Electric Co., Cin- 
cinnati, Ohio 

Secretary, E. S. Evans, Edison Electric 
Institute, New York, N. Y. 

J. C. ARNELL, Consolidated Edison Co. 
of N. Y., Inc., New York, N. Y. 
J. R. Baker, Pennsylvania Water & 

Power Co., Baltimore, Md. 

D. A. BartriLett, Western Massachu- 
setts Electric Co., Springfield, Mass. 

C. B. Boutet, Wisconsin Public Serv- 
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Meter and Service Committee Meeting 
H. A. Brown, Chairman 


"T\HE May meeting of the Meter 

and Service Committee was held at 
the Huntington Hotel, Pasadena, Cali- 
fornia, May 7, 8, and 9, 1951. ‘The 
meeting was conducted jointly with the 
AEIC Committee on Metering and 
Service Methods. There was a total 
of 52 members and guests of the two 
committees in attendance. A part of the 
meeting was devoted to the presentation 
of new developments in meter design by 
the meter manufacturers. 

The subcommittee setup of the Me- 
Service Committee was re- 
organized in collaboration with the 
AEIC Committee on Metering and 
Service Methods in order to provide a 
more efficient joint working group. The 


ter and 


activities of the two committees were 
merged into a single unit composed of 
four major divisions: service equipment, 
meters and metering equipment, codes 
and rules, and meter department man- 
agement. It is proposed to assign each 
subject under consideration to the di- 
vision whose functions cover it rather 
than establish a new subcommittee for 
each specific subject, as has been the 
practice heretofore. Each division will 
have a chairman, and each member of 
the two main committees will be as- 
signed to one of the divisions. All mem- 
bers of a division will meet jointly dur- 
ing the sessions of the main committees 
for the purpose of acting and reporting 
on all subjects assigned to that  par- 
ticular division. 

The meter manufacturers reported 
that they were experiencing considerable 
difficulty in obtaining copper. 

J. C. Langdell, chairman of a spe- 
cial committee for meter production, 
summarized the data collected on usage 
of meters for 1949, 1950, and the needs 
for 1951. He presented a memorandum 
on utility costs due to flat rates and a 
letter sent to R. G. McCurdy of NPA 
outlining the meter needs for 1951. 

A joint resolution on ““Watthour Me- 
ters and Defense’ was prepared by the 
two meter committees, listing the facts 
to be presented to the government au- 
thorities in order to aid in the procure- 
ment of meters and to assure their con- 
tinued manufacture as an essential item. 

The committees adopted a group of 
definitions for “service” and its com- 
ponents, submitted by A. B. Craig, and 
recommended that they be forwarded to 


the ASA for final review. 

G. B. M. Robertson recommended, 
in view of the present material short- 
ages, that the members discontinue any 
meter obsolescence until the 
material shortages are relieved. 

A progress report on the preparation 
of a model “Service Rules and Require- 
ments” book was presented by H. M. 


program 


Brown. E. P. Kipp gave an interesting 
summary of what had been accomplished 
on the coast in this respect. A number 
of standards for 
have been adopted by utilities in South- 
ern California, Arizona, and Nevada, 
which have been successful in reducing 
costs and lessening confusion for con- 
tractors who deal with two or more ad- 
joining utilities. 

R. B. Swallow reported that AEIC- 
EEI-NEMA standards for metering 
current transformers for primary cir- 
cuits have been published: EEI publi- 
cation No. MSJ-3, NEMA publication 
No. 106-1951. 

A report on watthour meter testing 
methods was presented by J. A. Morris. 
N. B. Phillips briefly 


changes in State Commission rules since 


service installations 


reviewed the 


the last meeting. A report on standard 
nomenclature for watthour meters was 
presented. The discussion of the report 
was mostly favorable, but no action was 
taken at this time. 

The committee accepted a report on 
the field testing of three-element poly- 
phase watthour meters submitted by W. 
G. Knickerbocker. Floyd Salmon pre- 
sented a report on “Color Coded Con- 
trol Cable’’ 


meter cable. 


establishing standards for 
The report was accepted 
by the committee. J. C. Langdell re- 
ported on the changes made and con- 
templated in the National 
Code and the National 
Safety Code. 

Pl: 


completed his term of office as chairman 


Electrical 
Electrical 


Brown announced that he had 


of the Meter and Service Committee, 
FEI, and expressed his appreciation of 
the contributions and support received 
from the committee members over the 
last two years. 

F. A. Redding, the incoming chair- 
man, expressed himself as looking for- 
ward to the same type of support which 
has been given to the present chair- 
man. He was given a rising vote of 
thanks and the compliments of the en- 
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tire group for the splendid arrange- 
ments which had been made to accom- 
modate the meeting. 

W. C. Mullendore, president, South- 
ern California Edison Co., addressed a 
special luncheon of the two committees. 
His talk on “The Engineer’s Responsi- 
bility in the Fight Against the Disin- 
tegration of the Foundations of Free- 
dom” made a very favorable impression 
on the members, and he was heartily 
thanked by F. H. Rogers on behalf of 
both committees. 

The next meeting of the Meter and 
Service Committee, which will again be 
held jointly with the AEIC Committee 
on Metering and Service Methods, will 
take place on October 1, 2, and 3, 1951 
at Lafayette, Ind. 


’ 


Niagara Redevelopment 
(Continued from page 292) 


power among states within economic 
transmission distance. We believe such 
apportionment should be made subject 
to the jurisdiction of the Federal Power 
Commission. Of course, our existing 
interconnections already afford the basis 
for working out such arrangements as 
may be deemed desirable and feasible. 
Moreoy er, we would, ot course, be most 
willing, and indeed anxious, to give 
preference to directions from the Depart- 
ment of Defense for supplying power 
to governmental installations or to in- 
dustries requiring power to produce ma- 
terials essential to the national security. 
Further, as part of the project cost, we 
are prepared to pay to the United States 
its share of the cost of constructing the 
remedial works required to insure the 
preservation of the 
Niagara Falls. 


We respectfully submit that there is 


scenic beauty of 


no valid reason or authority for the 
Congress to put the United States in a 
pure electric power venture and thereby 
burden the nation with the Federal ex- 
penditures required by the proposed legis- 
lation. We sincerely urge the Committee 
the Lehman Bill 
consideration at the 


to reject ind to give 


favorable appro- 
priate time to a bill such as H.R. 3146 
which would permit private enterprise 
to make the redevelopment under the 
restrictions I have suggested. 

On behalf of myself and the com- 
panies I represent, I want to express my 
appreciation to the chairman and to the 
members of the committee for this op- 
portunity to be heard. 
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Utility Executive Development Program 


(Continued from page 295) 


corps of the group, the vigorous en- 
thusiasm it displayed for the particular 
subjects being studied, and the high 
level of conduct, both intellectual and 
social, which it maintained during the 
month. It was also evident that the fac- 
ulty of the Business School was conduct- 
ing the program in an effective man- 
ner. 

At the close of the program, the en- 
rollees were given questionnaires to fill 
out after returning to their respective 
companies, and were asked to send them 
to the director of the program by Sep- 
tember 15. It is believed that the com- 
ments and suggestions appearing on 
these questionnaires will be of 
value in preparing plans for the program 
contemplated for the summer of 1952. 


great 


The following are representatives of 
EEI member companies who attended 
the Public Utility Executive Develop- 
ment Program described in this article: 

Witiiam W. Bascock, Superinten- 
dent of Power, Central Illinois Light 
Co. 

Harry A. BINKLEy, Manager of 
Northern Division, The Dayton Power 
and Light Co. 

James R. Broperick, Division Man- 
ager, Central Illinois Public Service Co. 

ANDREW CARNEGIE, General Super- 
intendent of Power Production, Ohio 
Edison Co. 

Cuartes L. Carr, Comptroller, Po- 
tomac Electric Power Co. 

Lamore W. C iark, Superintendent, 
Underground Lines Dept., The Detroit 
Edison Co. 

Haroip E. Copy, Assistant General 
Superintendent, The Cleveland Electric 
Illuminating Co. 

Freperic Cox, Division Operating 


Superintendent, Metropolitan Edison 
Co. 
CuHartes R. Dewnurst, Superin- 


tendent of Industrial Relations, Public 
Service Electric and Gas Co. 

Wiiriam A. Duncan, 
Kentucky Utilities Co. 

Epwin O. Georce, Assistant Com- 
mercial Manager, The Detroit Edison 
Co. 

Dwicut E. Haun, Assistant to 
Executive Vice Pres., Potomac Electric 
Power Co. 

James B. Hawkins, District Man- 
ager, Virginia Electric and Power Co. 


Engineer, 


HaAw_Ley, Assistant to 
California Edison 


GEORGE N. 
the Pres., Southern 
Co. 

A. HoerFLe, Superintendent, System 
Operation, The Toledo Edison Co. 

ROLAND L. 
Investigation 
dated Gas Co. 

RayMonb W. Hurp, Division Man- 


ager, West Penn Power Co. 


Ho.us, Superintendent, 


Dept., Boston Consoli- 


Manager, 
Power & 


LITTLEFIELD, 
Utah 


James C. 
Salt Lake 
Light Co. 

RicHarp T. 
Western 


Division, 


LyMAN, Division Man- 
ager, Massachusetts Electric 
Co. 

AtrreD H. McDoweE .t, Jr., Execu- 
tive Assistant, Virginia Electric and 
Power Co. 

Harry MM. MILLER, Vice President, 
Columbus and Southern Ohio Electric 
Co. 

STANLEY S. Newcoms, Supervisor, 
Plant Records, The United Illuminat- 
ing Co. 

Ropert R. PARKER, Vice 
and Treasurer, New Jersey 
Light Co. 

ALEXANDER J. PAULL, Assistant Di- 
The Cleveland 
Electric Illuminating Co. 

GeorceE W. RIcHEL, Division Man- 


ager, Consumers Power Co. 


President 


Power & 


rector of Personnel, 


RayMonpD A. SCHMIDT, Assistant to 
the President, The Dayton Power and 
Light Co. 

ALFreD W. SmirH, President, 
Electric Co. 
Manager, Do- 


mestic-Commercial Sales, American Gas 


Worcester County 
Epwin A. SNYDER, 

and Electric Service Corp. 

Man- 


Elect ric 


District 
Gas & 


STRONG, 
Hudson 


Epwin ‘T. 
ager, Central 
Corp. 

EDMUND J. THimMe, Industrial Re- 
lations Manager, Public Service Elec- 
tric and Gas Co. 

WituiAM R. THomas, Accountant, 
Treasury and Corporate Depts., Penn- 
sylvania Electric Co. 

Witiram L. THRAILKILL, Assistant 
General Manager, The 
Water Power Co. 

Wituiam M. Wape, District Man- 
ager, Alabama Power Co. 


Washington 
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Regional PUAA 
Meetings Announced 


IVE regional meetings of the Pub- 

lic Utilities Advertising Association 
have been scheduled in various parts 
of the country. The meetings will be 
held as follows: 

Region 6 will meet at Wichita, Kan., 
on October 4. The chairman is Nor- 
man K. Jacobshagen, advertising man- 
ager, Kansas Gas & Electric Co. 

Region 4 meets in Cleveland, Ohio, 
October 18 and 19. Chairman is 
Richard S. Shannon, assistant advertis- 
ing manager, The Detroit Edison Co. 

Region 7 will meet at Madison, Wis., 
October 22 and 23. The chairman is 
Fenton Kelsey, Jr., president, Electrical 
Information Publications, Inc. 

Region 3 will meet at Dayton, Ohio, 
November 29 and 30. 
Kerien L. Fitzpatrick, director of pub- 
Power & 


Chairman is 


lic relations, The Dayton 
Light Co. 

Region | will meet in Boston, Mass., 
on February 14 and 15, 1952. Chair- 
man is John J. 
ager, advertising and promotion depart- 
ment, Boston Edison Co. 

The Annual National Convention 
will be held in Minneapolis, Minn., on 
May 8 and 9, 1952. Thomas H. Ket- 
tle, advertising manager, Northern 
States Power Co., is the local conven- 


Barry, assistant man- 


tion chairman. 


Characteristics of 
Rural Load 


(Continued from page 300) 


ber of each farm chore appliance having 
an annual kwh use of about 1000 also 
should be determined. Future study of 
demand characteristics of such custom- 
ers will be required to determine line 
transformer replacements and adequate 
design of the distribution primaries. 


Conclusions 


In this area of already high satura- 
tions of electric ranges and water heat- 
ers, there is a bright future for expand- 
ing electricity use. ‘The greatest growth 
will be realized in the wider acceptance 
of the electric motor for many farm 
chores and processes, electric heat for 
various purposes, and general lighting. 
Moreover, the load factor of this load 
will be increasing. 


Septembe 
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PERSONALS 








A. S. CUMMINS, president of the Cal- 
ifornia Oregon Power Co., has been 
elected president of the Northwest Elec- 
tric Light and Power Association, to 
succeed THomAs W. DeEtzeELt, chair- 
man of the board of the Portland Gen- 
eral Electric Co. 

Mr. Cummins began his utility career 
in 1914 with Northern States Power 
Co. After serving as vice president of 
H. M. Byllesby and Co. and as vice 
president and secretary of Standard Gas 
and Electric Co., he joined California 
Oregon Power Co. He has been presi- 
dent of the latter since 1941. 

Other appointments of the association 
include: R. E. Gates, assistant to the 
president of Idaho Power Co., as first 
vice president; and JoHN D1ERDOoRFF, 
vice president of Pacific Power and 
Light Co., as second vice president. 


WILLIAM WEBSTER, executive vice 
president, New England Electric Sys- 
tem, has returned to his duties at Boston 
after 16 months service as chairman of 
the Research Development Board of the 
Department of Defense, Washington. 


W. C. McWHINNEY, assistant vice 
president of California Edison Co., has 
been named a vice president of the 
company. 

Mr. McWhinney began his utility 
carrer with Pacific Light & Power Co. 
in 1909 and joined Southern California 
Edison in 1917 when the two companies 
merged. He has since served as general 
business agent, assistant general com- 
mercial manager, commercial manager, 
and assistant vice president in the public 
relations department. 


ALLEN S. Kino, Fargo division man- 
ager since 1945, has been named vice 
president of Northern States Power Co. 
H. H. Warson, manager of electric 
operations, will be the company’s new 
vice president in charge of operations. 

Starting with Northern States Power 
in 1922 as an engineer, Mr. King held 
the post of division manager at Minot 
and Grand Forks, as well as at Fargo. 
His successor will be Harry L. SILx, 
division auditor at Fargo since 1936, 
and an employee of Northern States 
Power since 1924. 

Mr. Watson began his career as an 


engineer, serving the company at Sioux 
Falls, Mankato, and Ottumwa, Iowa. 
After a ten-year period with San Diego 
Consolidated Gas and Electric Co., he 
returned to Northern States Power in 
1932 as general superintendent of con- 
struction. In 1940 he was promoted to 
manager of electric operations. 

Mr. Watson’s predecessor, H. C. 
CuMMINsS, first vice president since 
1939, will assume new duties in the field 
of engineering studies and planning. 


Kar R. Koerper has been appointed 
a vice president of the Kansas City 
Power and Light Co. to succeed JosEPH 
F. Porter, Jr., who resigned recently. 
All of the sales and commercial activities 
of Kansas City Power and Light, as 
well as the advertising and publicity de- 
partment, will be under Mr. Koerper’s 
general direction. 

Mr. Koerper majored in journalism 
at the University of Kansas, graduating 
in 1922 with a bachelor of arts degree. 
After serving as vice president in charge 
of sales for Greiner-Fifield Lithograph- 
ing Co., Kansas City, he became vice 
president of Midland Broadcasting Co., 
operators of the CBS outlet in Kansas 
City, in 1938 and, in 1940, managing 
director also. 


The election of Ropert L. Kippoo as 
vice president and assistant general man- 
ager and Eart J. DREWELOW as vice 
president in charge of operations has 
been announced by the Empire District 
Electric Co. 

Mr. Kiddoo, a graduate of the Uni- 
versity of Kansas, came to Empire in 
1935 after several years of association 
with the Cities Service organization. He 
was elected vice president in 1948. With 
28 years in the utility field, he has had 
wide experience in the problems of util- 
ity management. In his new capacity as 
assistant general manager he will assist 
in the supervision and general manage- 
ment of the company. 

Mr. Drewelow transferred to Empire 
from the Public Service Co. of Colorado 
in 1927. Since his affiliation with Em- 
pire, he has been in charge of the power 
plant operations and the construction of 
the new plant at Riverton, and has 
served as assistant general superinten- 
dent. He will assume direct responsi- 
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bility for the production, transmission 
and distribution, and engineering opera- 
tions of the company. 

Mr. Drewelow’s new position will 
replace that of general superintendent, 
now held by LAwrENCE Bart ett. Mr. 
Bartlett, who has had 45 years of ser- 
vice with Empire and the Cities Service 
organization, desired to be relieved of 
the direct responsibility of operations, 
but will continue with the company as 
consulting engineer. 


Rosert C. Pourriess has _ been 
elected a vice president of the Florida 
Power Corp. Mr. Pourtless, a veteran 
of 27 years’ service with the company, 
will continue to head the real estate, tax, 
and rate department. 

HucuH K. McKean has been named 
general superintendent. Formerly super- 
intendent of operating construction and 
maintenance, he will also be in charge 
of general operations, as well as produc- 
tion, transportation, and mechanical 
engineering. 


Morcan Wricut, Arkansas division 
manager of the Oklahoma Gas and Elec- 
tric Co., has been appointed vice presi- 
dent of the company, and James I. 
MAILER, auditor, has _ been 
named assistant secretary. 

Mr. Wright joined Oklahoma Gas 
and Electric as a meter reader in 1916. 
After varied experience with the com- 
pany, he was promoted to division audi- 
tor in 1929, and in 1946 became division 
manager. 

Mr. Mailer also began his career 
with the company as a meter reader, in 
1925. He succeeded Mr. Wright as 
division auditor in 1946. 


division 


CHARLES L. DERRICK, superintendent 
of engineering and assistant to the op- 
erating vice president, has been ap- 
pointed assistant vice president of the 
Hartford Electric Light Co. KENNETH 
L. PARTRIDGE, now assistant superin- 
tendent of engineering, will replace Mr. 
Derrick as superintendent of engineer- 
ing. 

Mr. Derrick, an electrical engineering 
graduate of Lehigh University, is secre- 
tary of the City Club and former presi- 
dent of the Lions Club. 

Mr. Partridge received his degree in 
electrical engineering from Rensselaer 
Polytechnic Institute. He has been with 
the company since 1921. 
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ArTHUR E. LaCroix, executive vice 
president of the New England Power 
Service Co. since 1944, has resigned this 
position to assume new duties as presi- 
dent of the Connecticut River Power 
Co. and the Bellows Falls Hydroelectric 
Corp. and as executive vice president of 
the New England Power Co. All of 
these companies are wholesale subsidi- 
aries of the New England Electric 
System. 

Mr. LaCroix became associated in 
1916 with the New England Power 
system in connection with the Deerfield 
River hydroelectric developments. He 
served in various capacities in subsidiary 
companies of the system, becoming as- 
sistant vice president of the New Eng- 
land Power Association in 1936 and vice 
president of its three major wholesale 
companies in 1941. 

Mr. LaCroix replaces ArTHUR E. 
Pope, who is giving up active executive 
duties after serving the system since 
1911. At that time he became assistant 
to the president of the New England 
Power Co. He later held the post of 
electrical engineer for New England 
Power at Worcester and in 1914 was 
made assistant general manager. In 1926 
he was appointed vice president in charge 
of operations of the newly formed New 
England Power Association. He has been 
president of New England Power since 
1932. Mr. Pope will continue as director 
of the three wholesale companies and as 
consultant. 


Birt SHARPE, publicity director of 
the Carolina Power & Light Co. since 
1949, has resigned in order to assume 
management of The State, a weekly 
magazine featuring North Carolina 
news. He was succeeded by Jack RILEY, 
professor of journalism at the University 
of North Carolina and former managing 
editor of News and Observer. 

Mr. Sharpe came to CP&L from the 
State News Bureau, which he established 
and directed for several years. He is 
presently serving as chairman of the 
Roanoke Island Historical Commission, 
which annually produces “The Lost 
Colony” pageant. 


The New England Electric System 
has announced the following appoint- 
ments: ELMER LoTHeR, assistant trea- 
surer of all companies in the Mystic Val- 
ley, North Shore, and Northeastern dis- 
tricts, will become the treasurer of The 
Narragansett Electric Co., Providence 


Steam Co., and The Mystic Power Co. 
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Haro.p L. DALBECK, treasurer of the 
New England Power Service Co., will 
assume the positions vacated by Mr. 
Lother. 

Harry R. Hitt, who has been as- 
sistant to the chairman of the board of 
the New England Electric System, will 
take over Mr. Dalbeck’s duties. 

Mr. Lother entered the utility field in 
1920 when he joined ‘he Narragansett 
Electric Co. He held various account- 
ing positions until his appointment in 
1928 as auditor. ‘lwo years later he be- 
came assistant general auditor for the 
System and later served as treasury rep- 
resentative and as auditor of the retail 
companies. Subsequently he was pro- 
moted to the position of auditor for the 
New England Power Service Co. and 
then to assistant treasurer. 

Mr. Dalbeck’s first position in the 
utility business was as an accountant 
with the Worcester Gas Light Co. in 
1922. In 1927 he became general audi- 
tor tor the New England Gas and klec- 
tric Association companies and in 1940 
he joined the New England Power Ser- 
vice \o, as treasurer, 

Mr. Hill became associated in 1922 
with the System-owned Deerfield Valley 
Paper Co. He worked for the Power 
Construction Co. on the Davis Bridge- 
Millbury transmission line construction, 
and engaged in construction accounting 
and retail auditing for the New England 
Power Engineering and Service Corp. 
and the New England Power Service Co. 

In 1928 he was transferred to the 
New England Power Association, where 
he held the positions of assistant to the 
treasurer and assistant to the president. 
In 194] 
chairman of the board of the New Eng- 
land Electric System. 


he was made assistant to the 


R. B. McCrorey has been named 
treasurer of the Georgia Power Co., 
succeeding W. H. WriGHT, retiring vice 
president and secretary. 

Mr. McCrorey began his career in 
1926 as clerk, and subsequently served 
as head bookkeeper, chief clerk, super- 
visor of customer accounts, assistant 
comptroller, and assistant treasurer. He 
is a member of the EEI Customer Ac- 
counting Committee. 


Rosert R. Brown, manager of De- 
troit Edison’s Ann Arbor district since 
1937, has retired after more than 40 
years of service with the company. 

Mr. Brown, an alumnus of the Uni- 
versity of Michigan and graduate of the 
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Detroit College of Law, started to work 
for The Detroit Edison Co. in 1911 as 
a legal clerk, later transferring to the 
company’s sales department. In 1919 he 
was promoted to the position of Grand 
River district agent, and in 1926 he 
became manager of Edison’s St. Clair 
district headquarters. 

He will be succeeded by Gace R. 
Cooper, who will serve as acting Ann 
Arbor district manager. Mr. Cooper, 
staff assistant in the company’s Detroit 
sales department, will until further 
notice be in charge of all sales activities 
in the Ann Arbor district. 


R. B. DeNHARDT has been appointed 
manager of new business develoment by 
the Central Hudson Gas and Electric 
Corp. In other appointments, V. E. 
SHEPHERD was named manager of ad- 
vertising and information; R. A. Dick- 
SON, coordinator of methods and prac- 
tices; and CHARLES CHLANDA, JR., resi- 
dential and commercial sales director. 

E. E. ALrHousg, electric distribution 
manager, was promoted to the position 
of administrative assistant to the vice 
president in charge of operations. ‘The 
utility also appointed H. D. RonkK as 
acting electric distribution manager and 
T. F. X. Vau as acting electric distribu- 
tion superintendent of the Mid-Hudson 
district. 





L. J. BourKE has been made assistant 
to the executive vice president of Puget 
Sound Power and Light Co., and 
Epwarp H. Hetsrer has been named 
local manager of the Port Orchard office. 
Both men have been serving as super- 
visors in the general commercial depart- 
ment. Mr. Bourke started with the 
company as a student engineer in 1923, 
while Mr. Heister joined the company 
16 years ago as a meter reader. 


WituiaM R. Poors has been named 
manager of the newly established indus- 
trial development department at Toledo 
Edison Co., which will provide informa- 
tion and statistical service for industries 
in the area. Mr. Poole has been with 
Toledo Edison for six years, serving in 
the commercial, industrial, and appliance 
sales departments. 


B. J. YEAGER, technical supervisor of 
power stations, has been named super- 
intendent of The Cincinnati Gas and 
Electric Co.’s Clermont Power Station. 
F. P. CorriGAn, chief engineer at the 
Miami Fort Station since 1946, has been 
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appointed assistant superintendent at 
Clermont. P. T. HEapy, associate engi- 
neer at Miami Fort, succeeds Mr. Cor- 
rigan as chief engineer there. 

Mr. Yeager joined Cincinnati Gas 
and Electric in 1930 as an engineering 
co-op student. Four years later he be- 
came test engineer at the West End 
Power Station and in 1940, plant man- 
ager. He was promoted to mechanical 
engineer in 1946. Mr. Corrigan has been 
with the company since 1914 and Mr. 
Heady since 1926. 


Merritr A. Gires, formerly asso- 
ciated with the Akron Division of the 
Ohio Edison Co., has been appointed 
to the newly created post of general su- 
pervisor of operations of Pennsylvania 
Power Co. He will be in charge of 
power production, transmission and dis- 
tribution, meter and appliance service, 
and engineering. 

Prior to his service in Akron as super- 
intendent of electric transmission and 
distribution, Mr. Giles was superinten- 
dent of the Central Engineering De- 
partment of the Ohio Public Service Co. 

A graduate of the University of Wis- 
consin, Mr. Giles served as instructor 
in the school of engineering there after 
receiving his degree. In 1924, Mr. Giles 
joined the Cities Service System and 
was emploved in various capacities with 
the Ohio Public Service Co. until the 
merger of that company with Ohio FEdi- 


son Co. in 1950. 


GustaF OstTLIND, formerly an elec- 
trical engineer with the Royal Board of 
Waterfal, Sweden, has joined the en- 
gineering staff of the Pacific Power and 
Light Co. The company also has pro- 
moted Roy VERNSTROM from advertis- 
ing manager to executive assistant to the 
president and vice president. R. K. 
FoLey succeeds Mr. Vernstrom as ad- 
vertising manager. 


New duties have been assigned by 
Commonwealth Services, Inc., Jackson, 
Michigan, in the organization of engi- 
neering for steam-electric generating 
plants: 

Russet, W. Parkinson has been 
named to the position of chief mechanical 
engineer, following the retirement of 
Grorcr C. Danters. Mr. Daniels was 
with Commonwealth and_ predecessor 
companies from 1910 until his  retire- 
ment. He was a member and past chair- 
man of the EET Prime Movers Com- 
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Only Electricity is Still Cheap 


1 manufacturer’s dollar has de- 


preciated more than the _ house- 
wife’s dollar, according to statistics 
gathered by the National Industrial 


Conference Board. A dollar now spent 
for factory labor will buy only 40 per 
cent of what it would in 1939, and the 
raw-materials dollar is currently worth 
about 30 cents. On the other hand, the 
retail consumer’s dollar is still valued 
at about 57 cents. 


a Fellow in the American 
Society of Mechanical Engineers. 

Henry F. BEHRENS will become as- 
sistant chief mechanical engineer, the 
position held by Mr. Parkinson since 
1931. 

Cuartes D. Bircer has been pro- 
moted to mechanical design engineer, 
and Bruce S. Mou tton will become 
plant electrical design ergineer in the 
electrical department. 


mittee and 


Watter ANKROM, industrial power 
engineer at Lima for the Ohio Power 
Co., has been appointed supervisor of 
industrial sales in the company’s Canton 
general office. He succeeds Etmer F. 


A dollar spent for construction at the 
present time would have required only 
43 cents in 1939. 
of industrial electricity is still less than 


In contrast, the cost 


it was in 1939, and a dollar spent now 
would have required the expenditure of 
$1.12 at that time. The above chart, 
redrawn from the Conference Board’s 
data, 


tions in these items since pre-war days. 


shows the year-by-year fluctua- 


SHAFFER, who has been made commer- 
cial-industrial manager of the company’s 
southern division at Newark. RICHARD 
T. Boswett replaces Mr. Ankrom at 
Lima. He has been industrial power 
engineer at Canton since 1946. 


E. R. Smiru, manager of the Lorain 
division of the Ohio Edison Co. for the 
last three years, has been named manager 
of the company’s operations in Warren, 
Ohio. E. J. Burcer, Warren division 
manager, replaces Mr. Smith as man- 
ager of the Lorain division. Taking 
charge of the utility’s operation in Elyria 
is Frep W. Lotunes. He has been 
superintendent of accounts for the Elyria 
division. 
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CONVENTIONS 


AND MEETINGS 





1951 
SEPTEMBER 
6-7. EEI Accounting Division Organization Meeting, Customer 


Activities Group, Netherlands Plaza Hotel, Cincinnati, 
Ohio. 


9-12 Rocky Mountain Electrical League Fall Convention, La 
Fonda Hotel, Santa Fe, N. M. 

10-11 EEI Commercial Cooking Committee, EEI Headquarters, 
420 Lexington Ave., New York, N. Y. 

10-11 EEI Accounting Division Organization Meeting, General 
Activities Group, Netherlands Plaza Hotel, Cincinnati, 
Ohio. 

10-14 Joint ASME Industrial Instruments & Regulators Division, 
and Instrument Society of America, Exhibit and Con- 
ference, Houston, Texas. 

13-14 EEI Accident Prevention Committee, Hotel New Yorker, 
New York, N. Y. 

13-15 International Association of Electrical Inspectors, South- 
western Section, Hotel Lafayette, Long Beach, Calif. 

14 PIP West North Central Group, Athletic Club, Minne- 
apolis, Minn. 

14 Vermont Electrical Association Annual Fall Outing, Lake 
Champlain Club, Malletts Bay, Burlington, Vt. 

16-18 Wisconsin Utilities Association, Management Conference, 
King’s Gateway Hotel, Land O’Lakes, Wis. 

18-19 Pennsylvania Electric Association, 44th Annual Conven- 
tion, Benjamin Franklin Hotel, Philadelphia, Pa. 

19 PIP Steering Committee, Edgewater Beach Hotel, Chi- 
cago, Ill. 

19 EEI Industrial Relations Committee in conjunction with 
North Central and Wisconsin Utilities Personnel 
Group, Nicollet Hotel. Minneapolis, Minn. 

19 EEI Legal Committee. EEI Headquarters, 420 Lexington 
Ave., New York, N. Y. 

19-20 EEI Commercial Lighting Committee. EEI Headquarters, 
420 Lexington Ave., New York, N. Y. 

19-21 International Association of Electrica] Inspectors, North- 
western Section, Hotel Davenport, Spokane, Wash. 

20-21 EEI Rate Research Committee, Curtis Inn, Lenox, Mass. 

20-21 PIP Second Annual Workshon Conference. Edgewater 
Beach Hotel. Chicago, Ill. (North East Central Group 
Breakfast Meeting on the 20th. Mid-Atlantic Group 
Breakfast Meeting on the 21st.) 

20-21 Wisconsin Utilities Association. Accounting Section, Plank- 
inton Hotel, Milwaukee, Wis. 

21 Oklahoma Utilities Association, Gas Division, Biltmore 
Hotel, Oklahoma City, Okla. 

21-22 Public Utilities Association of the Virginias, Annual Meet- 
ing, Greenbrier Hotel, White Sulphur Springs, W. Va. 

24-25 — Committee, Nela Park, Cleveland, 

io. 

24-26 ASME Petroleum Mechanical Engineering Conference, 
Hotel Mavo. Tulsa, Okla. 

24-26 EET Industrial Power and Heating Section, Copley Plaza, 
Boston, Mass. 

25-27 International Association of Electrical Inspectors, Western 
Section, Hotel Fontenelle. Omaha, Neb. 

26-28 ASME Fall Meeting, Hotel Radisson, Minneapolis, Minn. 

27-28 EEI Farm Section Committees, Hotel Roosevelt, New 
York, N. Y. 

OCTOBER 

1-2. EEI Prime Movers Committee, Statler Hotel, Buffalo, N. Y. 

1-2. Iowa Utilities Association, Management Conference, Fort 
Des Moines Hotel, Des Moines, Ia. 

1-3 EEI Meter and Service Committee, Purdue University, 
Lafayette, Ind. 

1-3 International Association of Electrical Inspectors, Eastern 
Section, Hotel Claridge, Atlantic City, N. J. 

3 Contractors’ Group, Electrical and Gas Association of 
N. Y., Inc., and Independent Electrical Contractors 
Association Joint Meeting, 480 Lexington Avenue, New 
York, N. Y. 

4-5 Southeastern Electric Exchange, Engineers and Operating 


Section Conference, John Marshall Hotel, Richmond, 
Va. 


8-9 EEI Electrical Equipment Committee, New Ocean House, 
Swampscott, Mass. 3 

8-12 39th National Safety Congress and Exposition of National 
Safety Council, Chicago, III. 

9-10 National Farm Electrification Conference, Gibson Hotel, 
Cincinnati, Ohio. 

10-11 EEI Transmission and Distribution Committee, Sheraton 
Hotel, Rochester, N. Y. 

10-12 Indiana Electric Association Annual Convention, French 
Lick Springs Hotel, French Lick, Ind. 

10-13 International Association of Electrical Leagues, Roosevelt 
Hotel, New Orleans, La. 

11-12 ASME Fuels—AIME Coal Conference, Roanoke, Va. 

11-12 Pennsylvania Electric Association, Fall Meeting of Trans- 
mission and Distribution Committee, Hotel Concord, 
North East, Pa. 

14-16 The Institute of Internal Auditors, Inc., Tenth Annual 
Conference, Roosevelt Hotel, New York, N. Y. 

15-17. International Association of Electrical Inspectors, Southern 
Section, Hotel John Marshall, Richmond, Va. 

15-17. American Gas Association Annual Convention, Kiel Audi- 
torium, St. Louis, Mo. 

16-19 National Association of Railroad and Utilities Com- 
missioners, Francis Marion Hotel, Charleston, S. C. 
(Executive Meeting, Oct. 15). 

18 EEI Commercial Division General Committee, EEI Head- 
quarters, 420 Lexington Ave., New York, N. Y. 

22 Oklahoma Utilities Association, Electric Light and Power 
Division, Western District, Lake Murray Lodge, Ard- 
more, Okla. 

22-24 American Standards Association, 33rd Annual Meeting, 
Waldorf Astoria, New York, N. Y. 

22-25 ASCE New York Convention, New York, N. Y. 

22-26 AIEE Fall General Meeting, Hotel Cleveland, Cleveland, 
Ohio. 

24 Oklahoma Utilities Association, Electric Light and Power 
Division, Eastern District, Aldridge Hotel, McAlester, 
Okla. 

29-30 EEI Prime Movers Committee, Chemistry Subcommittee, 
Roosevelt Hotel, New Orleans, La. 

31-Nov. 2 Southeastern Electric Exchange Annual Sales Con- 
ference, Roosevelt Hotel, New Orleans, La. 

NOVEMBER 

1-2 Pennsylvania Electric Association, Fall Meeting of Prime 

‘ Movers Committee, Fort Stanwix Hotel, Johnstown, Pa. 

5-7. EEI Industrial Relations Committee, Round Table Confer- 
ence, Netherlands Plaza Hotel, Cincinnati, Ohio. 

12-15 NEMA, Chalfonte-Haddon Hall, Atlantic City, N. J. 

14-16 Wisconsin Utilities Association, Electric and Gas Sections, 
Sales and Engineering Divisions, Schroeder Hotel, Mil- 
waukee, Wis. 

15-17 New Jersey Utilities Association Annual Meeting, Seaview 
Country Club, Absecon, N. J. 

21 Electrical and Gas Association of N. Y., Inc., Thanksgiv~ 
ing Luncheon, Grand Ballroom, Hotel Astor, New 
York, N. Y. 

25-30 ASME Annual Meeting, Chalfonte-Haddon Hall, Atlantic 
City, N. J. 

29-30 Pacific Coast Electrical Association, 2nd Annual Hawaiian 
Conference, Royal Hawaiian Hotel, Honolulu, T. H. 

DECEMBER 

5-7 National Association of Manufacturers Annual Meeting, 
Waldorf Astoria Hotel, New York, N. Y. 

13 EEI Industrial Relations Committee, EEI Headquarters, 
New York, N. Y. 

20 Electrical and Gas Association of N. Y., Inc., Christmas 
Luncheon, Grand Ballroom, Hotel Astor, New York, 
N. Y. 

1952 

JANUARY ——s 

13-15 National Appliance and Radio Dealers Association Annual 
Convention, Chicago, III. 

17-18 EEI Industrial Relations Committee, in conjunction with 


Southeastern Electric Exchange Personnel Section and 
Southwest Personnel Group, Roosevelt Hotel, New 
Orleans, La. 





September, 1951 
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Pr er rr Utah Power & Light Co., Salt Lake City, Utah 
B. L. Rerenaate, Piece Precdent...o.sccccccecscesess Atlantic City Electric Co., Atlantic City, N. J. 
H. S. Bennion, Vice President and Managing Director. ...420 Lexington Avenue, New York, N. Y. 
H. S. SuTrom, Tresserer.....ccccecs Consolidated Edicen Co. of New York, Inc., New York, N. Y. 
Se i SP 6 as op ncwee dd aetencwsg eatin os 420 Lexington Avenue, New York, N. Y. 

BOARD OF DIRECTORS 

(Terms Expiring 1952) 
OR” a Pa The Cincinnati Gas & Electric Co., Cincinnati, Ohio 
EE re eer ee ee ere ree Philadelphia Electric Co., Philadelphia, Pa. 
De is cbc ides dncbake debe aaneas Northern States Power Co., Minneapolis, Minn. 
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Reiner By ACCOR ic ictinn sid eerees Central Hudson Gas & Electric Corp., Poughkeepsie, N. Y. 
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Se oa a a rari ire eee tr eer es rir Delaware Power & Light Co., Wilmington, Del. 
Pe, Rs og k btekhe sche cnhesmiwee eores'es Public Service Electric and Gas Co., Newark, N. J. 
Oe I. gga apss sia seeseacsedanas Central Illinois Public Service Co., Springfield, III. 
a rr re eee ree err ree ree er Texas Power & Light Co., Dallas, Tex. 
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EELS LIL EOE TOOT TOL Florida Power & Light Co., Miami, Fla. 
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